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PREFACE 


In preparing the manuscript for this book, the authors have 
had two principal aims in mind: (1) to produce a text suitable 
for courses in structures which are given to non-civil engineers 
and architects; (2) to produce a compact guide book for all 
graduate engineers and architects, who must demonstrate a 
fundamental understanding of the principles of structural 
design in order to obtain a professional license or certificate of 
registration. 

A brief explanation of the basic principles of structural 
mechanics has been included, to lead toward a deeper understand- 
ing of the subsequent design theories and methods. The more 
important properties of materials commonly used in simple 
structures have also been discussed in order to make it possible 
to use these materials more intelligently. A separate chapter 
describes the loads for which structures of various types should 
be designed in order to fulfill adequately the purpose for which 
each type is intended. Various methods of computing deflec- 
tions of beams and trusses are outlined in another chapter, 
together with applications of these methods to typical practical 
problems. The remaining chapters explain and apply the 
theories involved in the design of the various structural elements, 
such as homogeneous beams of timber and steel; plate girders; 
reinforccd-concretc beams; tension and compression members in 
steel and timber trusses; columns of timber, steel, and reinforced 
concrete; members subjected to bending and axial stresses; 
and footings. 

No attempt has been made to assemble the individual struc- 
tural elements into completed structures, inasmuch as such pro- 
cedure is definitely beyond the scope of the book. However, a 
separate chapter explains in detail the fundamental principles 
involved in the design of connections and splices, and these 
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principles can readily be applied by the student in building up 
some of the simpler structures. 

The authors have tried to present the material clearly and 
concisely, and yet in such a way as to require careful thought 
and deliberation on the part of the student. It is their great 
hope that a study of these elementary principles of structural 
design will lead to further interest in the subject, and to more 
advanced study. 

L. C. Urquhart, 

C. E. O’Rourke, 

Ithaca, N. Y., 

January, 1941. 
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ELEMENTARY STRUCTURAL 
ENGINEERING 


CHAPTER I 

STRHCTCRAI. MECHANICS 

1. Conditions of Equilibrium. A system of forces acting upon 
a body is in equilibrium when the state of motion, size, or shape 
is not being changed. 

In Fig. 1 , Pi, P 2 , and Ps represent a system of concurrent forces 
applied at 0. X-X and Y-Y are any two axes at right angles 
to each other. Fach force may 
be resolved into components 
along the two axes. These com- 
ponents form a system equiv- 
alent to the original system. 

The algebraic sum of the hori- 
zontal components is indicated 
as 2)X, and that of the vertical 
components as ^7. The result- 
ant of SX and 27, which is P, 
is also equal to the resultant of 
the original system of forces. 

R is evidently eciual in amount 
to \/ (2X)^ -f- (27)2, and its direction is det(‘rmined, since 
2X -5- 27 = tan 0, while its point of application is at O, 

For equilibrium, R must be zero, or V (2X)2 + (27)2 must be 
zero, which requires that 

2X = 0 


y 



and 


sr = 0 
1 
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These equations express the first two conditions of static 
equilibrium: (1) the sum of the horizontal components equals zero; 
and (2) the sum of the vertical components equals zero. These 
two conditions must exist in a system of concurrent forces which 
are in equilibrium. 

In Fig. 2, Pi, P2, and Ps represent a system of nonconcurrent 
forces. Each force may be resolved into components along the 
two axes. The amount of the resultant is v (ZX)^ + (2F)2, and 
its direction is determined, since SX 4 - SF = tan 6 . Its line 
of action is obtained by determining the distance from 0 that this 



force must act in order to produce the same moment about 0 
as the original system of forces; i.e., 

Ra = PiUi ”1“ P2U2 H" P 3U3 

In order to have equilibrium, a force equal and opposite to R and 
having the same line of action must be applied, so that about 
the point 0 

SM = 0 

This equation expresses the third condition of static equilibrium, 
namely, the sum of the moments equals zero. This condition, 
together with the first two, must exist in a system of noiiconcur- 
rent forces which are in equilibrium. 
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2. Stresses. When a solid body is acted upon by external 
forces, (a) the body is deformed to some extent, and (5) within 
the body internal resisting forces are developed which balance 
the external forces. The deformation produced is referred to 
as either deformation or strain, and the internal forces acting 
between adjacent particles of the body are known as stresses. 
If the body remains at rest, the stresses on any imaginary 
section through the body must be in equilibrium with the external 
forces on one side of the section. 

The stresses produced in a body may be (a) tensile stresses, 
(b) compressive stresses, (c) shearing stresses, (d) bending 
stresses, (e) torsional stresses, or a combination of two or more 
of those listed from (a) to (c). Tension may be defined as a 
pulling stress, and compression as a pushing or crushing stress. 
When these stresses act along the axis of a body, f.e., through 
the center of gravity of a cross-section through the body perpen- 
dicular to its axis, they are known as direct stresses. Shearing 
stresses are produced by forces tending to slide one particle 
upon another. Tension, compression, and shear arc the ele- 
mentary stresses. 

Bending stresses are produced by external forces so applied 
as to produce compression on one side of a body and tension 
on the other side, in which case shearing stresses exist through 
some or all portions of the bod 3 \ 

Torsional or twisting stresses are a combination of shearing, 
compressive, and tensile stresses. 

Combined stresses are those resulting from a combination 
of direct and bending stresses, which produce a bending in the 
member and at the same time an elongation or shortening depend- 
ing upon the character of the direct stress. 

Impact stresses are the additional stresses caused by the sudden 
application of an external force. 

3. Elasticity. When a body has been deformed by the action 
of external forces and the external forces are then withdrawn, 
the body tends more or less to return to its original form. The 
extent of the recovery is a measure of the elasticity of the body. 
Most structural materials are nearly completely elastic under 
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small unit stresses; but as the intensity of the stresses increases, 
a point is reached beyond which, upon the withdrawal of the 
forces, the body does not return to its original form. The 
maximum unit stress within which complete recovery occurs is 
known as the elastic limit. 

When a material is stressed beyond the elastic limit, greater 
deformation of more or less permanent character takes place and 
eventually rupture occurs. The unit stress causing rupture is 
known as the ultimate strength. 

Within the elastic limit, the deformation is proportional to 
the stress, and the ratio of unit stress to unit deformation is 
known as the modulus of elasticity E of the material. A material 
has moduli of elasticity in tension, compression, and shear, the 
first two being of the same value for mosi materials. 

4. Center of Gravity. The center of gravity of a bod}^ is the 
point through which the resultant of all the gravity forces acting 
upon the body will pass. Since all gravity forces act in parallel 
lines, the problem of determining the (M^iter of gravity is one of 
determining the resultant of a system of parallel forces. The 
term center of gravity is often applied to bodies which have 
no weight, such as areas or lines. Such a determination is 
frequently necessary in structural analys(\s. 

The center of gravity of the shaded area of Fig. 3 is obtained 
as follows: It is divided into the three rectangles, as shown, 
whose centers are their respective centers of gravity. Taking 
moments of their respective areas about any plane OF, the 
distance X of the center of gravity of the whole area from OF 
is determined. 

— + A2X2 + 

A 

Similarly the distance 

V - + ^ 2^ 2 + ^ 82/8 

- “ A 

6. Moment of Inertia and Radius of Gyration. The amount 
of tensile stress which a body can sustain depends mainly on the 
kind of material of which it is composed and its minimum cross- 
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sectional area. On the other hand, the shape of the cross- 
section has a good deal to do with its ability to resist compressive, 
shearing, and bending stresses. 

The measure of the resisting ability of a cross-section usually 
appears as the moment of inertia^ /, of the area or some function 



Fig. 3. 

thereof. Strictly speaking, an area has no weight or inertia 
and therefore no moment of inertia; but it is customary to 
give the name moment of inertia to the quantity hx^dA or 

7 = J x^dA, 

in which dA denotes any differential area, each part of which 
is the same distance x from the 
axis of reference. 

It is sometimes convenient to 
use a function of the moment 
of inertia, such as its ratio to the 

area. Thus, I = f o:HA = R^A. 

The quantity R is known as the 
radius of gyration and is the distance from the axis at which all of 
the area could be concentrated and the moment of inertia remain 
the same, or 72^ is the mean value of x^ for equal differential 
areas. As commonly determined, 

R = VTJa. 
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The moment of inertia about an axis through the center of 
gravity of a member is the least moment of inertia. This can 
be shown as follows: In Fig. 4, 7o about the axis Xo through the 

center of gravity is J_^ xHA, Considering any element dA, its 

moment of inertia about any other axis such as Xi is (a: + X d.4 
and if all the elements dA at variable distances x from the gravity 
axis are considered, 

7, = J(x + dydA = J xHA +2df xdA + d^fdA 

But 2d J* xdA = 0 since J^xdA = XA and X = 0 at the gravity 
axis. Also d^J*dA = Ad‘^. If d were taken as negative the same 
relation would hold, because the term —2dJ*xdA would si ill 

be zero and d^J*dA would still be positiv(\ 

In addition to showing that the least moment of inertia is 
about the gravity axis the foregoing also shows that the moment 
of inertia 7i of an area about any axis in its plane is equal to its 
moment of inertia 7o about the gravity axis plus the product of the 
area A and the square of the distance d between the axes, or, 

7i = 7o + Ad^ 

This formula is known as the ‘‘Transfer Formula.^^ 

Examples. Iq for a rectangle of width b and height h — 

-L* 

r 2 f a hxO 2 1 

I x^dA = I hxHx = — = bh^ 

J-2- J-l ^ 

I about one base = 

lo for a circle (Fig. 6) of diameter d and radius r = 

^ xHA 

dA = pdpde and x =* p sin ^ 
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Therefore 

h- S!, 

r , f 9 sin 20~\^* 

i2 ~ "irJo 

= ’rj[ p>dp = ^ 

The moments of inertia of other areas may be obtained in a similar manner. 
The least radius of gyration of the rectangle bh about an axis parallel to the 

h 


side h is 


4 


w 

12 


hh = — 7 =i_i and the least 
VU 


radius of gyration of the circle whose radius 
4 • “ 2* 



Flo. 5. 


IS r IS 


6. Bending Moment and Shear in 
Simple Beams {Fixed Loads). The 
bending moment at any section in a 
beam is the algebraic sum of the 
products of all the forces on one side of a section multiplied 
by the respective lever arms measured from the section 
normal to the forces. In Fig, 6 the bending moment at section A 
is the sum of the reaction Ri times the distance from 72 1 to A 
and the load Pi times the distance from Pi to A, due consideration 
being given to the direction in which the forces tend to rotates 
the beam about A. In order to determine the bending moment 
at A it is first necessary to compute the value of Ri, Taking 
moments about R 2 : 


-Pi{b + c + d) - P^ic + d) - Psd + Ril = 0 . 

In writing this equation, clockwise rotation is considered positive 
and counterclockwise rotation negative. If the values of the 
loads are known, the value of Ri is obtained from the above 
equation. The bending moment at A is then obtained by con- 
sidering the portion of the beam to the left of A as a free body, 

Ma == Ri{(i + e) — Pic, 

The same result could have been obtained by computing Rz 
and taking the free body on the right of the section. 
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It is often convenient to represent graphically the variation 
in moment from one end of a beam to the other. Such a con- 
struction is known as a moment diagram. The moment diagram 
for the loads of the beam of Fig. 6 is shown directly beneath 

the beam. 

Referring to Fig. 6, at the left 
end an upward force is exerted 
j on the beam which tends to 
^ slide adjacent particles of the 
beam upon each other since the 
beam is prevented from moving 
upward by the downward action 
of the loads. The force produc- 
ing such an action is the external 
shear, and the shear at any 
section is the sum of all the 
forces on one side of the section, 
due consideration being given 
to the direction of action of the forces. In Fig. 6 the slu^ar along 
the distance a is equal to and at the point A the shear is 
Ri — Pi. The variation in shear from one end of the beam to 
the other is shown graphically in the shear diagram. 

There is one important relation between bending moment and 
shear which may be developed as follows. In Fig. 7 the beam is 
loaded with both uniform and concentrated loads as shown. 
Assume that, for a given sys- 
tem of loads, the bending mo- 
m(‘nt diagram shows that th(^ 
maximum moment occurs at 
some section between P 2 and P 3 . 

The bending moment at any 
section between these two loads, at a distance x from the left 
reaction, is 

X 

M = Rix — wx • ^ — Pi{x — a) — Pzix — 6). 

The value of x which makes the bending moment a maximum is 
obtained by equating to zero the first derivative of M with 



Fig. 7. 
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respect to x, 

^ m - Pi - P 2 = 0 

ax 

from which x may be determined for any system of known loads. 
But Ri — wx — Pi — P 2 is the expression for the shear between 
P2 and Ps. Therefore, the maximum moment occurs at the 
section where the shear passes through zero. 

Examples, 1. A beam with a span of 20 ft.-O in. supports a uniform load 
of 500 lb. per lin. ft. and in addition two concentrated loads of 10001b. each, 



/QOOO/t 

1 



^ TF. pFT' 

ft 


Momenf 

Diagram 


Shear 

Scale: lin,* 
150,000 fHb. 


Sc 

2i 

i 

1000 lb. 

Diagram 


Fig. 9. 


acting respectively 6 ft. from each support. Determine the maximum 
moment and shear in the beam, and draw the corresponding shear and 
moment diagrams. 

500 X 20 

The reactions are ^ ^a^h. The shear at the 

left of the left-liand concentrated load is 6000 — 6 X 500 = +3000 lb.; at 
the right of this same load the shear is 6000 — 6 X 500 — 1000 = +2000 
lb., and it becomes zero at the center of the span. At this point the maxi- 

10 * 

mum moment is 6000 X 10 — 500 X 1000 X 4 = 31,000 ft.-lb. At 

the point of application of the left-hand concentrated load the moment is 
6 * 

6000 X 6 - 500 X -2 = 27,000 ft.-lb. 

The moment and shear diagrams are shown in Fig. 8. 
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2. If the left-hand concentrated load in Example 1 were 10,000 lb., 
determine the maximum moment and shear, and draw the corresponding 
shear and moment diagrams. 


The left reaction is 


500 X 20 10,000 X 14 1000 X 6 

2 20 "^20 


= 12,300 lb. 


At the left of the left-hand concentratt'd load the shear is 12,300 — 6 
X 500 = 9300 lb., and at the right of this load the shear is 12,300 — 6 
X 500 — 10,000 = —700 lb. Since the shear passes through zero under 
this concentrated load, the maximum moment occurs at this point and is 

6® 

equal to 12,300 X 6 — 500 X = 62,800 ft.-lb. The moment and shear 


diagrams arc shown in Fig. 9. 

3. A beam 30 ft. long rests on two supports 20 ft. apart, with 10 ft. of the 
beam overhanging the right support. The right half of the beam carries a 
uniform load of 10,000 lb. per lin. ft. The left half of the beam carries a 
uniform load of 5000 lb. per lin. ft. Draw the shear diagram and compute 
the locations and amounts of the maximum bending moments. The solution 
IS left to the student. The maximum positive moment (a positive moment 
IS arbitrarily considered as one which produces compression in the upper, 
and tension m the lower portions of the beam) occurs at a section 5.64 ft. 
from the left support, and the maximum negative moment (compression 
in the lower, and tension in the upper portions of the beam) occurs at the 
right support. The values are -1-79,500 ft.-lb. and —500,000 ft.-lb., 
respectively. The moment changes from positive to negative at a section 
11.28 ft. from the left support. 


Ecpiations may be developed for eommon systems of loading 
from which the bending moments may easily be computed. The 
three more usual cases are as follows: 


Uniform loord 

C once nira fed had af center 

Equal concentrated loads 
a t third points 


w per un/t length 

i— ^ A 

B. * i 

t P I P , 

k -/ ->J 


Left 

reaction 


Maximum moment 


wl wl I wl I r ,2 
2 


2 

P 


2 2 




‘In 

-sPi 


7. Bending Moment and Shear in Simple Beams {Moving 
Loads), In construction, many examples occur of loads that 
move across the span of a beam. In such cases, though there 
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are definite values of moment and shear produced by the weight 
of the beam itself as a fixed load, it is usually the moving load or 
loads which produce the greatest moments and shears. With a 
single load it is obvious that the maximum moment occurs when 
the load reaches the center of the span and the maximum shear 
is produced when the load is an infinitesimal distance from a 
support. 

When two equal loads which are at a fixed distance apart 
move across a beam, it might seem that the maximum moment 
would occur when each load was the same distance from the 
center of the span. However, if in Fig. 10 the equal loads P 
which are a fixed distance a apart are 
placed as shown, the left reaction is 

= [P(Z ^ x) +P(l- X - a)] ^ I 

and the moment under the left-hand 
load is 

ikf = y (2lx — ax — 2x^) 

The value of x which will make M a maximum may be obtained 
as in Art. 5 by equating dMJdx to zero. When this is done, 

X = 1: — jj which indicates that the loads must be so placed 

that the center of the span bisects the distance between the 
center of gravity of the loads and one of the loads. In that 
position the shear will pass through zero under the load nearest 
to the center of the span, and the maximum moment will occur 
under that load. The moment and shear diagrams for the 
loads so placed are shown in Fig. 10. The maximum shear is 
produced when the loads are placed as near to one support as 
possible. 

If two unequal loads a fixed distance apart move across a span, 
their position is determined in a similar manner, the only change 
in the final conclusion being that the loads must be so placed 
that the center of the span bisects the distance between the 
center of gravity of the loads and the heavier load, the maximum 
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moment occurring under the heavier load. The maximum shear 
occurs with the heavier load at one support and the other at the 
fixed distance on the span. 

Example. Determine the maximum moment and shear in a beam having 
a span of 30 ft.-O in., due to two moving loads of 8000 and 2000 lb., respec- 
tively, which are a fixed distance apart of 14 ft.-O in. 

The center of gravity of the two loads is (2000 X 14) 4- 10,000 = 2.8 ft. 
from the larger load. This load must therefore be placed 1.4 ft. from the 
center of the span or 13.6 ft. from the left support. Taking moments about 
the right support, the left reaction is 

(8000 X 16.4 -f 2000 X 2.4) 4 - 30 = 4533 lb., 

and the bending moment under the heavier load is 4533 X 13.6 = 61,653 
ft. -lb. It should be noted that with this system of loads on a shorter span 
(25.2 ft. or less) the smaller load will be off the span when the heavier load is 
placed 1.4 ft. from the center of the span. In such a case the maximum 
moment is obtained by placing tin* heavier load at the cemter of the span. 

The maximum shear is obtained by placing the heavier wheel at the left 
support and taking moments about the right support; its value is 

(8000 X 30 -h 2000 X 16) 4 - 30 = 9067 lb. 

8. Continuous and Fixed Beams. The value of the external 
bending moment in a beam varies according to the method of 
support. The beams discussed in Arts. 6 and 7 were considered 
to be resting freely on two supports, and all bending moment 
was of positive character, i.e,, causing tension in the lower and 
compression in the upper portion of the beam. Beams are 
often continuous over one or more supports, and the ends may be 
restrained or fixed. Negative moments are then developed 
at the continuous supports and at the fixed ends. These 
moments may be determined by the application of the theorem 
of three moments. For beams of constant cross-section, with 
the supports all on the same level, the two fundamental equations 
of this theorem are (see Fig. 11): 

For uniform loads, 

MiZi + 2MSi + ^2) + Mzk = V4W2l2^ 

For concentrated loads, 

AfiZi -f- 2M2{li + h) “h M^l2 = “~SPiZi^(fci — fci^) 

- ZP2I2H2/C2 - Sk 2 ^ + fcs') 
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If the beam has only two spans, with the ends freely supported, 
Ml and Afa are each zero, and M2 can be computed directly 
from the proper equation (uniform or concentrated loads or a 
combination of both). If the beam has more than two spans, 
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write the full equation for spans h and h, then for k and U, etc., 
and solve the resulting equations simultaneously. If the beam 
is fixed at one or both ends, replace each condition of restraint 
by adding an imaginary span at that end, and then substitute 
a value of zero for the length of 
('ach imaginar}^ span. 

Examples. 1, Dctormino the mo- 
ments and shears in the beam shown in 
Fig, 12. Applying the three-moment 
equations to supports 1, 2, and 3 (the 
two left-hand spans), 

MMi -h 2il/2(14 + 16) + 164/3 = 

-U X 600 X 143 ~ 5000 X 16M2(-^8) 

- 3 ( 38 )* + m^] 

and since Mi =0, 

604/2 + 164/8 = -411,600 - 

1,280,000(19 31512) = -899,100 ft.-lb. 

For supports 2, 3, and 4 (the two right-hand spans), 

I 6 M 2 + 2M8(16 4- 12) + I 2 M 4 = -5000 X 16*1?^ - {HY] - H 

X 500 X 128 

and since M^ = 0, 

164/2 4- 564/8 - -1,280,000(16^12) - 216,000 = -628,500 ft.-lb. 
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Solving these two equations simultaneously, 

Mi = -12,981 ft.-lb., and M, = -7514 ft. -lb. 

The reactions may now be determined. Cutting a section at support 2, 
considering the left-hand portion of the beam as a free body, and taking 
moments about 2: 12,981 — 600 X 14 X 7 + 14/?i = 0 from which Ri 
= 3270 lb. Similarly, moments about 3: 

7514 + 3270 X 30 - 600 X 14 X 23 - 5000 X 10 + 16/?2 = 0 

from which Ri == 8600 lb. Similar momenta about 3 and 2, considering the 
right-hand portion of the beam as a free body, give Ri = 2370 lb. and 
Rt = 5160 lb. 

The maximum positive moments are computed as follows: 

In the first span the shear passes through zero at a distance of 3270 
-r 600 = 5.43 ft. from the left support. At this point the bending moment 
is 

3270 X 5,43 - 600 X = 891 1 ft.-Jb. 

In the second span the shear passes through zero under the 5000-lb. load 
(3270 - 8400 + 8600 = +3470, and 3270 - 8400 + 8600 - 5000 = - 1530 ) . 
At this point the bending moment is 

3270 X 20 + 8600 X 6 - 14 X 600 X 13 = 7800 ft.-lb. 

In the third span the shear pas.ses through zero at a distance of 2370 
-T- 500 = 4.74 ft. from the right support. At this point the bending 
moment is 

2370 X 4.74 - 500 X = 5617 ft.-lb. 

The moment and shear diagrams are shown in Fig. 12. It is to be noted 
that the positive moment in each span is less than if each span were con- 
sidered as a simple supported beam (first span 8911 against 14,700, second 
span 7800 against 18,750, and third span 5617 against 9000), while the 
reactions Ri and Rz are greater and the reactions R\ and Ri smaller. This 
latter variation causes an increase in the shear near supports 2 and 3 over 
that computed for simply supported spans. 

2. Determine the moments and shears in the beam of Fig. 13. This 
beam is built into the walls at the supports and is thus fixed at tlic ends. 
The bending moments may be computed from the three-moment equations 
by considering a span of zero length to the left of support 1 and another span 
of zero length to the right of support 2. Applying the equations to the two 
left-hand spans, 
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;i/o X 0 + 2Mi(0 + 15) + 15^2 = -]i X 800 X - 6000 

X 15* mi) - 3(M)* + (H)^l 
or 

30Mi + 15^2 = -675,000 - 500,000 = -1,175,000 ft.-lb. 

For the two right-hand spans, 

157l/i + 2^2(15 + 0) + M 3 X 0 = -3^ X 800 X 15* - 6000 

Xl5*[3i -UAn 

or 

15Mi + 3 OM 2 = -675,000 - 400,000 = -1,075,000 ft.-lb. 

From these two equations. 

Ml = -28,333 ft.-lb., and M 2 = -21,667 ft.-lb. 

If a section is cut at the reaction R 2 and that portion of the beam to the 
left considered as a free body, as indicated in Fig. 13a, then by equating to 
zero the sum of the moments about 2, the following equation is obtained: 

-28,333 + X 15 - 6000 X 10 - 12,000 X 7.5 + 21,667 = 0 
from which Ri = 10,444 lb. Similarly (moments about \) R 2 7556 lb. 



Since the shear passes through zero (10,444 — 4000 — 6000) 4- 800 = 0.55 
ft. to the right of the eoncentrated load, the positive moment will be maxi- 
mum at that point. Considering that portion of the beam to the left of this 
point as a free body as indicated in Fig. 136, the moment at the section is 

800 X 55')* 

M = -28,333 + 10,444 X 5.55 ^ - - 6000 X 0.55 

= 14,013 ft.-lb. 

For approximate computations it is general practice to consider 
that the bending moment over the interior supports of a fully 
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continuous, uniformly loaded beam is a.nd for a partly 

continuous beam (continuous over one support only) 

Bending moments for concentrated loads may be reduced in pro- 
portion; for instance, the bending moment for a fixed load in the 
center of the span for a partly continuous beam would be taken 
as ^^0 X /''iPl = and that for a fully continuous beam as 
X }iPl = /4Pl- Similarly, the bending moments for third 
point loading as shown in Art. 6 would become fi^Pl and ^^Pl^ 
for partly and fully continuous beams, respectively. 

GRAPHIC STATICS 

9. The Force Polygon. Since a force is completely determined 
when it is known in amount, in direction, and in point of applica- 



tion, any force may be represented by the length, direction, and 
position of a straight line. The length of the line is fixed by the 
relation between the amount of the given force and a prearranged 
unit of force. If the unit of force be taken as 1 lb. to the inch, a 
line 3 in. long represents a force of 3 lb. 

In Fig. 14, P] and P 2 represent two forces in the same plane 
acting at the point a. The amount of the resultant of the two 
forces is given by the length of the diagonal of the parallelogram 
achd constructed upon the two given forces as sides. A single 
force applied at the point a, acting in the direction of point 6, 
of an amount represented by the length of the line ah, will 
replace Pi and P 2 in so far as accomplishing work is concerned. 
A force of the same amount by acting in the opposite direction 
will hold the forces Pi and P 2 in equilibrium, i,e,, at rest. 
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Reference to Fig. 14 shows that, in order to determine the 
amount and direction of the resultant of Pi and P 2 , it is not 
necessary to construct the complete parallelogram achd. From 
c of the force Pi a line ch is drawn parallel and equal to P 2 . The 
triangle ach is called the force triangle and represents graphically 
the relation between the forces Pi, P 2 , and ah. 

Thus it is seen that, if in addition to forces Pi and P 2 a third 
force ba is applied at point a in the direction from h to a, these 
three forces will be in equilibrium. The point a will then remain 
at rest. It may now be concluded that, if three forces meeting 
in a point are in equilibrium, they will form a closed force triangle, 
2 .C., not only one in which the three lines parallel and equal 
to the three forces, respectively, form c 

a closed, three-sided figure, but one i 

in which the arrows representing the 

dire(;tion of the forces all point in \ 

the same direction around the Resulfanf 

triangle. * 

By applying this principle, any ^ i 

one of the three forces may be de- .uy 

termined in amount and direction if -r— ~ y" 

the other two arc fully known, or 

any two of the forces may be obtained in amount if their direc- 
tions are given and the third force is fully known. 

If, instead of two forces, three or more were acting at point a, 
the resultant of these forces could be determined by the succes- 
sive application of the principle of the force triangle; two forces 
arc first composed into one, and this one combined with the 
third force; this process is continued until the last force is com- 
bined with the resultant of all the other forces to determine the 


7 ”^ ResuHcinf 

:> 

Fig. 15. 


resultant of the entire group, as in Fig. 15. 

A study of Fig. 15 shows that it is not necessary to complete all 
the parallelograms in order to obtain ag. The polygon abceg, of 
which four sides, respectively, arc parallel and equal to forces 
Pi, P 2 , Pzj and P 4 , gives the required information. This polygon 
is repeated for clearness in Fig. 16. The line drawn from the 
beginning a to the end g of the last known line eg of the polygon, 
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contrary to the order of the forces, gives the intensity and 
direction of the resultant of the four given forces. A force of 
equal intensity applied in the opposite direction, from g to a 
(in the direction of the forces), would hold the four given forces 
in equilibrium. Point a would remain at rest under the action 
p c <^f five forces Pi, P2, P3, P4, and ga. 

^ The polygon aheeg^ formed by the 

^ successive laying off of lines paralhd 
y V and equal to the given forces, is 

called the force polygon — the force 
p triangle expanded. 

^ Aq) plication of the Force Polygon. 

^ The crane truss of Fig. 17 consists of 
^ a vert ical post hd^ supporting a boom 
dc, from which the external load Pi is 
suspended. The boom is anchored to the post by the tie 
rod 6c, and the post is in tu 11 anchored at its upper end 
by the backstay ah fastened to the ground. In constructing 
the force polygon, Pi (= mn) is laid off equal to the* 
external load. By drawing mk and nk parallel to P 2 and Ti, 
respectively, the values of the stresses in these two members are 



Fig. 17. 


obtained. Similarly, mj and kj determine the stresses in P 3 and 
Ta- In the triangle mnkj the direction of Pi is known. Follow- 
ing around the triangle in the direction indicated by Pi, /Si acts 
from n to fc; and, transferring this direction to the truss diagram, 
the stress in Ti acts toward the joint c and is therefore compres- 
sion. Proceeding in the direction from k to m, the stress in To 
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is tension. In the triangle fcmj, since T 2 is in tension and acts 
away from the joint h, the direction to be taken around the 
triangle is from m to k. This indicates tension in Tz and com- 
pression in T' 4 . 

10. The Equilibrium Polygon. In Fig. 18a the forces Pi, P 2 , 
P3, and P4 acting upon the given body are not in equilibrium. 
The amount and direction of their resultant are obtained from 
the force polygon ahcde (Fig. 186). The line of action of this 
resultant may be determined as follows: 

From any point 0 in the force polygon, a line may be drawn 
to each of the vertices of the polygon. Since the lines Oa and 
Ob form a closed triangle with the force Pi, they represent two 
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forces that will hold Pi in (equilibrium — two forces that may 
replace Pi in the force diagram. In Fig. 18a at any point m on 
the line of action of Pi, lines mn and mv drawn parallel to and 
Sb, respectively, represent the lines of action of these two forces. 
Similarly, >Si and S 2 represent two forces that may replace P 2 . 
The line of action of >Si has already been fixed by the line mn. 
From the point of intersection n of the line mn with the force' 
P 2 , nr is drawn parallel to 82 - From r, rs is drawn parallel to 
S 3 ; and from .s, st is drawn parallel to Sa. Lines mv and sty which 
are parallel to Ss and S 4 , respectively, represent the lines of 
action of Sb and Sa- These latter forces, together with the 
n'sultant ae, form a closed force triangle. Ss, aS 4 , and ae therefore 
represent a series of three forces in equilibrium. To fulfill this 
condition where three forces only are involved, the three forces 
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must meet at a point. The line of action of the resultant ae 
must therefore pass through the point of intersection w of the 
lines mv and sL The resultant of the four given forces is thus 
fully determined. A force of equal magnitude but acting in the 
opposite direction, i.e., from c to a (in the direction of the forces 
in the force polygon), will hold Pi, P2, P3, and P4 in equilibrium 
and keep the body on which they act at rest. 

The polygon mnrsw represents a jointed frame which, by 
means of the stresses of tension and compression in its various 
members, could hold the given forces in equilibrium. It is 
called, therefore, an equilibrium polygon. The amount and 
character of stress in each of the members of the jointed frame 
are given by the lines Si ... >85 in the force polygon. The 
point 0 is called the ^^pole,^^ and the lines /Si ... 185 are called 
the ^‘rays’^ of the force polygon. Obviously, since an infinite 
number of poles may be selected and an infinite number of 
starting points may be used, an infinite number of equilibrium 
polygons may be drawn for a given group of forces; the final 
result will, however, be the same for all; i,e,^ the line of action 
of the resultant of any given force group, determined by one 
equilibrium polygon, will concide with that found by any of th(' 
other possible polygons. 

11. Resultant of Parallel Forces. In the case of a syvstem of 
parallel forces, the force polygon becomes a straight line. Figure' 
19 represents a system of four such forces, not in equilibrium. 
The force polygon ahede is a straight line; and ae, its closing 
line, gives the magnitude and direction of the resultant. For 
convenience in the following construction, the forces represented 
by each of the lines of the force polygon in Fig. 19 arc indicated 
at the right of the polygon. To hold the given forces in equi- 
librium, a force equal in amount to ea, acting upward from e to 
a, is necessary. The line of action of this force is determined 
from the equilibrium polygon. 

The pole 0 is selected and the rays drawn to the vertices 
of the force polygon. From any point on the line of action of 
Pi, lines mn and mt are drawn parallel to Ob and Oa (the rays 
that form with Pi a closed force triangle), respectively. From n, 
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the point of intersection of mn and the line of action of P2, a , 
line nr is drawn parallel to 0 c\ from r, a line rs is drawn parallel 
to Od] and from s, a line sv is drawn parallel to Oe. The point 
of intersection w of the lines rrU and sv is a point in the line of 



action of the resultant force. An upward force equal and parallel 
to ca, applied so that its line of action passes through point tc, 
will hold the forces Pi ... P4 in equilibrium. A downward 
force of the same amount will replace the given forces. 




CHAPTER II 


STRUCTURAL MATERIALS 
TIMBER 

12. General Characteristics. Wood is composed of a series 
of cellulose cells cemented together with lignin. Closely packed 
thick- walled cells are indications of strength and general suit- 
ability for structural use. In most trees the growth is by annual 
rings, composed of two parts, the inner, or si)ringwood, and the 
outer, or summerwood. The latter is much d(mser, and timbc'r 
for structural use should have a large proportion of summerwood. 

Defects are any irregularities in the structure of the grain 
of the wood caused by internal or external agencies. The 
principal defects which may make the timber unfit for use are 
decay, caused by vc'getable organisms; cross grain, where the 
grain of the wood deviates from the direction parallel to the axis 
of growth; knots, portions of branches incorporated in the body 
of tlie trunk; shak(\s, a separation of the wood fibers along the 
grain; and cheeks, a separation of the wood fibers across the 
grain. Since most timber is liable to have one or more of these 
defects in some part of its length, timber is graded into several 
classes depending upon the percentage of the piece which is free 
from all defects. 

13. Mechanical Properties. The strength, stiffness, hardness, 
and durability of wood determine its fitiuNss for structural us(‘. 
Owing to the shape of the cells, timber is much sl!-ong(*r in 
compression parallel to the grain than in compression perpen- 
dicular to the grain. In comprt'ssion along the axis of growth, 
wood is, in fact, in proportion to its weight one of the strongest 
of structural materials. In tension, timber free from defects 
has about the same strength as in compression. Its ability to 
resist shear is not great on account of the tendency of one grain 
fiber to split away from the adjaci'iit fiber. 

22 
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The stiffness and hardness of the timber depend somewhat 
upon the density of its structure and the degree of seasoning. 
In general, there is not a great difference in stiffness among the 
various species of hardwoods or among the different kinds of 
softwoods. 

The life of timber depends first upon the stnicture of the wood 
itself, its species, its condition when placed, and the general 
conditions surrounding it. Two woods of the same species 
from trees growing under different conditions may have entirely 
different structures, and it is common knowledge that some 
kinds of wood are more durable than others. Green wood, used 
before proper seasoning, is more liable to decay and deteriora- 
tion; but any unprotected timber subjected to moisture, air, 
and moderate heat will deteriorate at a more or less rapid 
rate. 

Variations in the moisture content of the cell walls cause large 
changes in the strength and stiffness of wood. As the green 
wood dries out, the tensile and compressive strength and the 
stiffness are increased, but defects arising from shrinkage stresses 
often cause a decrease in its ability to resist shearing stresses. 

The working stresses given in the accompanying table may be 
used for timber which is reasonably free from defects, and which 
is to be continuously dry in the structure. 

Working Stresses in Timber 
(Continuously dry locations) 


Kind of iiiidH’r 

Fiber 
stress ill 
bending, 
or ten- 
sion, 
p.s.i. 

Hori- 

zontal 

shear, 

p.s.i. 

('om- 
pression 
perpen- 
dicular 
to grain, 
p.s.i. 

Com- 
pression 
parallel 
to grain, 
p.s.i. 

Com- 
pression 
parallel 
to grain, 
short col- 
umns, 
p.s.i. 

Modulus 
of elas- 
ticity, 
p.s.i. 

Value 
of K for 
column 
design 
(see Art. 

88) 

Doufflas fir 

1500 

100 

350 

1500 

1200 

1,600,000 

23.4 

Longleaf ytdlow pine. 

1400 

120 

300 

1400 

1200 

1,600,000 

23.4 

CUose-grained ledwood 

1400 

80 

250 

1400 

1200 

1,200,000 

20.3 

Oak 

1400 

120 

500 

1500 

1100 

1,500,000 

23.7 

Red eypresH 

1400 

120 

300 

1400 

1200 

1,200,000 

20.3 

Spruce 

1 1200 

100 

250 

1200 

1100 

1,200,000 

21.2 

Weatern red cedar. . . . 

1000 

100 

200 

1000 

800 

1,000,000 

22.7 




ELEMENTARY STRUCTURAL ENGINEERING 


For bearing on surfaces inclined to the grain, the Hankinson 

formula may be used. It is 

s = Cp 

where C = ; — t-t — ^~T~n 

(p/q) cos^ 6 + sin2 ^ 

in which s = allowable unit stress in compression on the inclined 
surface. 

p = allowable unit stress in compr(\ssion parallel to 
the grain. 

q — allowable unit stress in compression perpendicular 
to the grain. 

^ = the angle made by the inclined surface with the 
fibers. 

Values of C may be obtained from Fig. 20. 



10 05 08 07 06 05 04 05 01 01 0 
Values of C 
Ftg. 20. 

The two timbers at the top of the foregoing table are in most 
general demand for structural purposes. The source of the first 
is the northwestern states, and the second comes from the south- 
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ern states. Together they form a large proportion of the struc- 
tural lumber used in this country. Other species such as hemlock 
and native fir are often used where good specimens may be 
obtained locally. 

14. Preservation. Various methods of impregnating wood 
with preservatives have been developed. A superficial coating 
applied by means of a brush or spray has been found to be 
inexpensive but also not too effective. A penetration method, 
in which the timbers are soaked in open containers, is cheap and 
of considerable benefit. Preservatives may consist of a zinc 
chloride solution or creosote. If the latter is used, the bath 
should be alternately heated and cooled. The time of immersion 
depends upon the kind and condition of the wood and the degree 
of absorption desired. 

The pressure processes are far more effective but at the same 
time more expensive. In this method, hot creosote is forced into 
the wood under a pressure of about 150 p.s.i. When the timber 
is thoroughly impregnat(d a partial vacuum is used to remove 
the oil near the surface. The amount of oil varies with the 
kind of wood, being approximately 10 lb. per cu. ft. 

STEEL 

16. Raw Materials. The principal ores from which steel is 
produced are , hematite (Fe 203 ), magnetite (re 304 ), siderite 
(FeCOs), and limonite (hydrated Fe 203 ). About 86 per cent 
of the 48,618,000 tons of ore produced in the Unite^d States in 
1936 was hematite from the Lake Superior region. Ore is also 
mined in Tennessee and Alabama and in the Rocky Mountain 
region. A high-quality steel is produced from the extensive 
deposits of high-grade magnetite in Sweden. 

Of the 1936 world output of 124,374,000 tons of steel ingots 
and castings, the United States produced 48,478,000 tons, 
Germany 19,160,000 tons, Japan 16,300,000 tons, and Great 
Britain 11,700,000 tons. 

16. Production. The production of steel from the ore is 
generally accomplished in two principal steps. First the ores, 
which are primarily oxides, arc reduced with the aid of carbon 
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to an impure metallic iron with a high carbon content, known as 
pig iron. Then the pig iron is converted into the desired metal 
by lowering the amount of impurities, adjusting the carbon 
content to the desired value, and sometimes adding certain 
metals to produce desir^'d properties. 

17. Pig Iron. The pig iron is produced in a blast furnace ^ a 
tall cylindrical stack lined with firebrick. The ore, the fuel 
(chiefly coke or charcoal), and the flux (usually limestone) are 
introduced at the top of the blast furnace in alternate layers 
and descend slowly to the bottom of the furnace as the fuel 
is burned at the bottom. Air is forced in at the bottom of the 
furnace to provide an upward draft, heating the charge as it 
descends through the furnace. During the descent of the charge 
the ore is reduced to metallic iron by CO gas originating in the 
fuel, and the lime of the flux melts and combines with the earthy 
gangue (impurities) of the ore. The separation of the molten 
slag from the molten iron takes pla(*e in the crucible at the base 
of the stack because of the difference in specific gravities. The 
molten iron is saturated with carbon and contains small quanti- 
ties of certain other metals. 

18. Methods of Manufacture of Steel. The Bessemer processes 
convert molten pig iron to steel by oxidation of the impurities 
followed by recarburization to the desired carbon content. The 
oxidation is brought about by air blown through the molten iron 
from the bottom or from the side of the converter. The heat 
necessary to maintain fluidity of the charge is furnished by the 
oxidation of the impurities, chiefly silicon in the acid Bessemer 
and phosphorus in the basic Bessemer. The fundamental metal- 
lurgical difference between the acid and basic processes is the 
inability of the acid process to remove sulfur and phosphorus, 
while the basic process by the use of a lime flux removes the 
phosphorus to a percentage considered harmless. This is accom- 
plished by the formation of calcium phosphate ([Ca0j4.P206) 
which enters the slag. The control of the quality of metal in 
the Bessemer process is largely up to the operator. B(‘ssem(n 
steels are believed by some to be inferior on account of occluded 
gases due to the air blown through the charge. Side-blown 
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motal, however, furnishofi a product particularly free from gases, 
since the charge is not agitated and only a small amount of air is 
actually blown through the metal. The Bessemer processes 
are used only to a limited extent. 

The open-hearth processes produce steel by oxidation of the 
impurities from a charge consisting usually of molten pig iron 
and steel scrap. The oxidizing agent is principally iron ore, 
which is added to the charge as needed. A reverberatory 
furnace is used. The heat necessary for the process is obtained 
by the burning of gas or oil fuel. The differences between the 
acid and basic processes are the same as in the Bessemer processes. 
Control of the composition and quality of the charge is accom- 
plished by fracture of small test ingots and by chemical analysis. 
On account of the better metallurgical control of the charge 
and the more quiescent state of the metal, during both the 
operation of the furnace and the pouring of the metal, open- 
hearth steels are generally considered superior to Bessemer steels. 
About 90 per cent of the steel made in the United States is 
produced by the basic open-hearth process. 

19. Control of Properties. The properties of steel may be 
controlled by four methods: 

a. Alteration of the carbon content. 

b. Heat-treatment. 

c. Shaping operations. 

d. Addition of alloying elements. 

In many instances, methods which increase the tensile strength 
tend to decn^ase the ductility and toughness. Which one, or 
which combinations, of these methods may be used to improve a 
given steel d(ipends upon the composition of the metal and the 
combination of properties desired. 

20. Shaping Operations. Most steel castings have a carbon 
content of less than 0.3 per cent. Casting steel affords oppor- 
tunity for the formation of checks and blow-holes and for the 
segregation of impurities. Since castings are usually of com- 
plex shape, different parts may cool at different rates, and initial 
strains and nonuniformity of structure result. Therefore, cast 
steel tends to be weaker than rolled steel of the same composition. 



28 


ELEMENTARY STRUCTURAL ENGINEERING 


Rolled steel is shaped by being passed through a series of rolls, 
each designed to bring it nearer the desired cross-section. Shapes 
of constant cross-section, such as channels, I-beams, rods, and 
angles are shaped by hot-rolling, or rolling the steel at a tempera- 
ture above the upper critical range. The pressure exerted 
during the rolling process reduces the grain size, thus increasing 
the strength and durability of the steel. If the rolling is com- 
pleted at a temperature well above the critical range, the grain 
size will increase as the steel cools to the critical range; but if th(' 
final passing through the rolls occurs at a temperature just 
above the critical range, there will be little opportunity for 
crystal growth, and the grain size will be a minimum, making for 
increased strength. 

Steel rolled at atmospheric temperature is said to be cold-rolled. 
Cold-rolling increase's the strength of steel, but decrease's its 
ductility to a marked degree. A smooth, bright finish is pro- 
duced by cold-rolling, whereas a hot-rolled bar is covered with 
a film of hard, dark oxide. 

Forging consists in shaping the metal by hammering or pressing 
Small shapes are often formed to the desire'd dimensions by 
dropping a hamme'r upon the piece of metal, which rests on an 
anvil; the hammer and anvil together are shaped to form a mold. 
Pieces may also be shaped by pressing the metal with sufficient 
force to cause the metal to flow into the desired form. Forging 
may be done when the metal is either hot or cold and has the 
same general effect upon the material as rolling under the same 
conditions. The magnitude of the change in properties is 
dependent upon, among other factors, the amount of plastic 
deformation developed in the process. 

Drawing consists in pulling the material through a die that 
has an opening of the desired cross-section. The process is used 
for shaping wire and small rods. It may be accomplished when 
the metal is hot or cold and has the same genc'ral effect upon the 
properties as the other methods of mechanical working. Wire 
which is cold-drawn must frequently be annealed between 
draws to prevent it from becoming too brittle. 
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21. Working Unit Stresses. The unit stresses for use in 
steel building design, as specified by the American Institute of 
Steel Construction (1936), are given below in p.s.i. : 


Tension: 

Structural steel, net section 20 , 000 

Rivets, on area based on nominal diameter 15,000 

Compression: 

Axially loaded columns, gross section 


I I* 

With values of not greater than 120 17,000 — 0.485 

K jfc* 


With values of ^ greater than 120. 


18,000 


1 +: 


18,000R* 

in which I is the unbra(!ed length of the column and R is the corre- 
sponding radius of gyration of the section, both in inches 

Plate-girder stiffeners, gross section 20,000 

Webs of rolled sections at toe of fillet 24,000 

Bending : 

Tension in extreme fibers of rolled sections, plate girders, and 

built-up members 20 , 000 

Compression in extreme fibers of rolled sections, plate girders, and 

I 22 500 

built-up members, for values of not greater than 40 . 

180062 


1 + 


with a maximum of 20,000 
in which I is the laterally unsupported length of the member and 
6 is the width of the compression flange, l)oth in in. 


Stress in extreme fibers of pins 30,000 

Shearing: 

Rivets 15,000 

Pins, and turned bolts in reamed or drilled holes 15,000 

Unfinished bolts 10,000 

Webs of beams and plate girders, gross section 13,000 

Bearing: Double Single 

Shear Shear 

Rivets 40,000 32,000 

Turned bolts in reamed or drilled holes 40,000 32,000 

Unfinished bolts 25 , 000 20 , 000 

Pins 32,000 

Contact area 

Milled stiffeners and other milled surfaces. . . . 30,000 

Fitted stiffeners 27,000 

Expansion rollers and rockers, lb. per lin. in. . . . 600d 

in which d is diameter of roller or rocker, in. 

Cast steel: 


Compression and bearing same as for structural steel. Other unit 
stresses, 75 per cent of those for structural steel 
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CONCRETE 

22. Introductory. Since the beginning of the twentieth 
century concrete has taken its place as one of the most useful and 
important structural materials. Owing to the comparative case 
with which it can be molded into any desired shape its structural 
uses are almost unlimited; therefore, wherever Portland cement 
and suitable aggregates can be obtained, it has, for certain 
classes of work, displaced older materials. This apparent 
ease with which concrete may be prepared has led to its being 
employed by anyone who feels that the material is suited to his 
particular purpose. In many instances, proper knowledge of 
the substance and skill in its manufacture are not available, so 
that the resultant concrete is little more than a bulky heavy 
material, lacking the strength and other properties which it 
should possess and often failing to fulfill the purpose for which 
it was intended. 

To the individuals who obtain such results, concrete is merely 
a shovclod-together mnss of c('nien< , sand, stone, and water, which 
in a short time attains a varying degree of hardness and an 
uncertain strength. To the engineer who is more or less familiar 
with the many factors and variables entering into its manufac- 
ture, the process of making concrete does not appear quite so 
elementary. Experience shows that the quantity and quality 
of cement, aggregates, and water and the processc's of mix- 
ing and curing are all involved in the production of concrete. 
Results are dependent ui)on all of th(\s(' variables. It is, 
therefore, the problem of the engineer so to study and con- 
trol these factors that a concrete of the desired quality may be 
obtained. 

23. Portland Cement. Portland cement is the product result- 
ing from finely pulverizing the clinker obtained by calcining to 
incipient fusion an intimate and properly proportioned mixture 
of argillaceous and calcareous materials with no additions subse- 
quent to calcination except water and calcined or uncalcined 
gypsum. All Portland cement used in reinforced-concrete con- 
struction should pass such standard specifications as those of 
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the American Society for Testing Materials.^ The color and 
rapidity of hardening of different brands of cement vary con- 
siderably and may be elements requiring special attention for 
the particular work involved. 

Portland cement is manufactured by either the dry process 
or the wet process.^ In the dry process the calcareous material 
is usually limestone and in the wet process marl. In all case's its 
content is principally calcium carbonate. The argillaceous 
material may be shale, clay, argillaceous limestone, or blast- 
furnace slag which provides the silica and alumina. 

In the dry procc'ss the raw materials are ground separately, 
mixed in the prope'r proportions, pulverized, and burned in a 
kiln. The resulting clinker is cooled and seasoned, materials 
are added to control the rate of setting, and the clinker is ground 
to a fine powder. In the wet process the procedure is similar 
except that the marl is stored in the form of a thin mud in vats 
and the argillaceous material in powder form is mixed with it 
before burning. 

24, Fine Aggregate. Fine aggregate should consist of sand, 
stone screenings, or other inert materials with similar char- 
acteristics, or a combination thereof, having clean, hard, strong, 
durable, uncoated grains, and being free from injurious amounts of 
dust, lumps, soft or flaky particles, shale, alkali, organic matter, 
loam, or other dc'leterious substances. In general, all particles 
passing a No. 4 sieve (4 meshes per lin. in.) are considered as 
fine aggregate. Most specifications, however, allow some degree 
of latitude from this reiiuirement. The report of the Joint 
Committee'^ recommends that not less than 95 per cent of the 
fin(^ aggregate pass through a No. 4 sieve. Similarly, it is in 

1 A.S.T.M. Standard C9-38. 

* For description of cement manufacture see “Materials of Construction,^* 
Johnson, Withcy, and Aston, 8th ed., p. 310, John Wiley & Sons, Inc. 

® The Joint Committee on Standard Specifications for Concrete and 
Reinforced Concrete consists of five representatives from each of the 
following: American Society of Civil Engineers, American Society for 
Testing Materials, American Railway Engineering Association, American 
Concrete Institute, Portland Cement Association, American Institute of 
Architects. 
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general advantageous that the fine aggregate be well graded 
from fine to coarse, and the report mentioned above recommends 
that not more than 30 or less than 5 per cent of the fine aggregate 
pass through a No. 50 sieve. Extremely fine particles, if pres- 
ent in any great amount, are not beneficial to the strength 
of the resultant concrete, since they furnish so great an excess 
of surface area to be covered by the cement. Specifications 
vary as to the amount of these allowed, but in general not more 
than 6 per cent of the fine aggregate should pass through a 
No. 100 sieve.^ 

26. Coarse Aggregate. Coarse aggregate should consist of 
crushed stone, gravel, or other approved materials of similar 
characteristics or combinations thereof, having clean, liard, 
strong, durable, uncoated particles free from injurious amounts 
of soft, friable, thin, elongated, or laminated pieces, alkali, 
organic, or other deleterious matter. 

Crushed Stone, The quality of an aggregate of this type 
obviously depends upon the character of the original rock. The 
principal classes of rocks from which aggregates are derived arc 
granites, traprocks, limestones, and sandstones. Granite is an 
igneous rock whose principal mineral constituents are quartz 
and feldspar, with varying amounts of mica, hornblende, and 
other materials. The structural qualities of granite vary greatly, 
but granites as a class rank among the hardest, strongest, and 
most durable stones. Traprock includes basalt, diabase, and a 
number of other igneous rocks possessing similar chemical and 
])hysical properties. The principal mineral constituents of most 
of these rocks are pyroxene and feldspar. They are generally 
rather fine-grained, hard, tough, and durable. Lim(\stone is a 
sedimentary rock which contains carbonate of lime, calcite, or 
carbonate of lime together with a double carbonate of lime and 

1 The grading recommended by the A.S.T.M. is as follows: 

Per Cent, by Weight 


Passing %-in. sieve 100 

Passing No. 4 sieve 95 to 100 

Passing No. 16 sieve 45 to 80 

Passing No. 50 sieve 5 to 30 

Passing No. 100 sieve 0 to 8 
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magnesia, dolomite, as the essential constituent. Sand and 
clay are common impurities, some varieties of which contain 
large amounts of shells and other fossils. Limestones vary 
greatly in structure, strength, hardness, and durability; and 
although there are some limestones which have superior struc- 
tural qualities, the average limestone is inferior to average 
granites and traprocks as a concrete aggregate. Sandstones 
consist of grains of varying sizes, chiefly quartz, bound together 
by various cementing agencies or binders. A siliceous binder 
produces a sandstone of the greatest structural strength; an 
iron oxide or lime carbonate is much less efficient. A sandstone 
whose binder is clay is the least valuable of all as a concrete 
aggregate. 

The maximum size of coarse aggregate advisable depends 
upon the character of the work. Since the stone is one of the 
strongest constituents of concrete, it is desirable to have as 
many and as large particles as possible. The greater the size 
of the particles, the less surface area there is to be coated, and 
the smaller amount of cement required for a concrete of given 
strength. When, however, the maximum size is comparatively 
large, it is very important that it be well graded down to the 
minimum size in order to make a dense, compact mass. In 
small reinforced-concrete members the maximum size available 
is as small as in. in diameter, and rarely in any reinforced 
work is a diameter greater than in. advisable. On the 
other hand, for large, masvsive work, with no structural reinforce- 
ment, much larger sizes may be used to advantage. The 
specification for minimum size recommended by the Joint Com- 
mittee is that not more than 10 per cent by weight shall pass a 
No. 4 sieve, and not more than 5 per cent by weight a No. 8 
sieve. 

Gravel, Gravel of good quality makes a suitable concrete 
aggregate. Gravel is nothing more than pieces of natural rock 
broken away from the parent ledges and worn down by stream 
or glacial action. Its strength as an aggregate depends upon 
the rock from which it came, provided it has not become decayed 
or coated with objectionable organic matter. Too much empha- 
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sis oannot bo placed on the necessity of determining the clean- 
newss of the gravel. A clayey coating is easily detectable; but 
the transparent organic coatings which prevent adhesion are 
not so easily discerned, without chemical analysis, and many 
weak and inferior concretes result from the use of an apparently 
clean, but really ‘Mirty” gravel as an aggregate. 

Natural gravel may have a large proportion of particles so 
small as to be classed as ^'fine aggregate.^' These may be 
screened out before using; or, a sieve analysis of the natural 
gravel having been made, the proper amount of additional fine 
aggregate (if any) to add to obtain the desired proportions may 
be determined. 

Slag, Slag from blast furnaces is a hard though porous 
material of high compressive strength, which in some loc^alities 
can be obtained much more cheaply than stone of good quality. 
It offers a very rough surface for the adhesion of the cement, and, 
provided the sulphur content is low, it may make an excellent 
aggregate for massive concrete construction. Generally it should 
not be used in thin sections exposed to any action from water, on 
account of its porosity. 

Cinders. Cinders as an aggregate have the advantage of 
making a concrete considerably lighter in weight than that made 
from stone or gravel. Formerly, it was thought that well- 
burned cinders made a more fire-resisting concrete than other 
aggregates, but more recent experiences have shown that cinder 
concrete is little, if any, better in this respect. Cinder concrete 
is inferior in strength to stone concrete; and, on account of the 
danger from the probable sulphur content, it is not used where 
any great structural strength is required. Its principal use 
occurs for filling where no great strength is necessary. 
When used, cinders should be free from unburnt coal or 
fine ashes. 

26. Water. Water used for concrete should be clean and 
free from oil, acid, alkali, organic matter, or other deleterious 
matter. Sea water is not so desirable as fresh water, although 
where it has been used in structures subjecjt to the weathering 
action of sea water no greater disintegration has resulted. 
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27, Design of Mortar Mixtures. In selecting the proportions 
of materials that are to go into a mortar it is often necessary and 
usually desirable to be able to predict the strength, permeability, 
and amount of mortar that will result from a given proportion 
of the ingredients. If there are no air voids in a wet mortar 
(and tests show that this is practically true for consistencies 
used in practice), the resultant volume of the mortar is equal 
to the absolute volume of the cement plus the absolute volume 
of the sand, plus the volume of water used. In the average 
cubic foot of cement (1 sack of 94 lb.) there is 0.487 cu. ft. of 
solids. In 1 cu. ft. of sand the amount of solids depends upon 
the grading and the size of the grains. In beach sand there is 
0.60 to 0.63 cu. ft. and in commercial building sands about 
0.68 cu. ft. of solids. The exact amount may be determined for 
any sand by obtaining its weight per cubic foot and its specific 
gravity. 

The water in a mixture chemically reacts upon the cement 
and produces a colloidal coating on the particles. The finest 
particles of cement become completely colloidal, but some of the 
larger particles are never completely penetrated. This colloidal 
coating is the whole cementing action ; and, once sufficient water 
is present to produce this reaction, additional water tends to 
weaken the cementing material. Therefore, it is reasonable to 
expect that the strength of a mortar at any given age will vary 
with the amount of mixing water per unit quantity of cement and 
the larger the amount of water the weaker the mortar. In Fig. 
21 are shown the results of studies of several investigators. This 
figure brings out clearly the direct relation between strength and 
water-cement ratio. This relation between strength and water- 
cement ratio is known as the water-cement ratio theory, and 
applies both to mortars and to concretes. It is the basis of 
modern proportioning methods (see Arts. 28 and 31). 

In the measurement of water in a mixture, all water outside 
of the solid particle's is included. Most sand is delivered in a 
more or less damp condition, and the moisture that is carried 
must be determined and allowance made in determining the 
amount of water to add. 
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28. Determination of Yield and Strength. It is desired to supply 100 
cu. yd. of 1:3 mortar which will reach a strength of 3000 p.s.i. in 28 days. 
The sand available has 35 per cent voids, weighs 100 lb. per cu. ft. when 
dry, and contains 2 per cent of moisture by weight, in which condition it 
weighs 83 lb. per cu. ft. What quantities of materials are required? 

Reference to Abram’s curve in Fig. 21 shows that a 3000-lb. mortar cured 
damp for 28 days should have 7.2 gal. of water per sack of cement. A 1-sack 
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U.S.Gal. water per sack of cement(94 lb.) 

-lielation between compressive strength and watci -cement ratio. 


batch will yield 0.487 + 3 X 0.65 + 7.2 X 0.134 = 3.40 cu. ft. = 0.126 cu. 
yd. In 100 cu. yd. there will be 100 0.126 = 793 one-sack batches. 

Therefore, the quantities required are 

Cement == 793 sacks 
Sand 3 X 793 27 = 88.1 cu. yd. dry 

Water 7.2 X 793 == 5710 gal. 

However, since the sand contains 2 per cent moisture, the number of cubic 
yards in its moist condition is 

X 88.1 == 106 cu. yd. 

If this mortar were to be mixed in approximately 1-cu. yd. batches 
(8 sacks), the sand and water for each batch would be as follows: 

Sand 3 X 8 X = 28.9 cu. ft. 

Water 7.2 X 8 - (0.02 X 2400) 8.35 - 52 gal. 
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In actual work some of the water in the mix is lost either by 
absorption by adjacent materials or by evaporation, so that the 
actual yield is reduced from 2 to 4 per cent. This should be 
considered in making estimates of quantities of materials required 
for a given volume of mortar. 

29. Concrete Mixtures. Concrete may be considered as a 
mortar mixture into which the coarse aggregate particles have 
been mixed, or it may be considered as a combination of the 
separate ingredients. In any case the factors governing the 
strength of a mortar determine the strength of a concrete pro- 
vided a suitable coarse aggregate is used. Since the water in 
the mixture has to wet the surfaces of the coarse-aggregate 
particles as well as those of the cement and sand grains, it 
follows that the larger the size of the coarse aggregate, the less 
the water that will be required for a given consistency; hence, the 
greater the strength and durability of the mixture. 

Design specifications have not kept pace with the improvement 
in cement in recent years. For this reason, caution should be 
exercised in designing for low specified strengths. With fair 
curing conditions a compressive strength of 2000 p.s.i. in 28 days 
may be obtained with a very lean mixture, but the resulting 
concrete will be neither watertight nor capable of withstanding 
ordinary weather conditions. Experience has shown that con- 
crete exposed to the elements should have a water content of not 
more than 7}^ gal. per sack of cement. 

A concrete must have a certain degree of workability; but, as 
for mortars, no method has yet been developed which is an accu- 
rate measure of workability. In the case of a concrete, this quality 
is influenced by the nature and amount of the coarse aggregate 
as well as by the amounts of cement and water and by the 
amount and nature of the fine aggregate. A method of measur- 
ing the workability, or more properly the consistency, is the 
dump test, A conical shell of 16-gage galvanized metal with a 
base 8 in. in diameter, a top 4 in. in diameter, and an altitude of 
12 in. is filled to overflowing with concrete rodded into the shell 
in three separate layers, each receiving 25 strokes of a ^^-in. 
bullet-end rod 24 in. in length. The excess is carefully struck 
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off, and the mold is at once lifted slowly vertically. The amount 
of drop of the top of the mass below the original 12-in. height, 
measured in inches, is known as the slump. Mass concrete and 
highway mixtures are workable with a slump of 1 to 3 in. Con- 
cretes for reinforced beams and columns require a greater degree 
of workability, with slumps of 4 to 6 in. 

30. Design of Concrete Mixtures. In the actual selection of 
the proportions that are to go into a given mix, the first step 
must be the selection of the water-cement ratio which will 
produce the strength required. In making this selection this 



ratio must in no case exceed 7^2 sack of cement, and 

if the concrete is to be subjected to severe weather conditions 
a decrease to 6 ot 63-^ gal. will be worth-while in insuring a 
durable concrete. 

Abram’s curve shown in Fig. 21 presupposes ideal conditions 
of mixing, placing, and curing, which usually are not met on the 
average' job. Therefore, the selection of the water-cement ratio 
for the desired strength should be taken from Fig. 22, which is a 
graphical representation of the specification for strength of the 
American Concrete Institute (1928). 

Since part of the water will usually be contained in the aggre- 
gates, this amount must be determined. A portion of the 
moisture in the aggregates is in the interior of the particles. 
Such moisture, if it remains in the interior until after the cement 
has set, does not affect the water-cement ratio. If a bone-dry 
aggregate is used, a certain amount of water will be absorbed 
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by the aggregates and the water-eement ratio will be changed. 
The average aggregate will absorb about 1 per cent of water by 
weight, traprock and granite about one-half that amount, and 
a very porous aggregate may absorb several per cent by weight. 
It may then be desirable to make up several trial batches, with 
variable quantities of fine and coarse aggregate, until the desired 
degree of workability is obtained. From the record of these 
trial batches, the amount of water, fine aggregate, and coarse 
aggregate for each batch may be selected. 

From the above paragraph it is obvious that an arbitrary 
specification of the quantities of cement, sand, and coarse 
aggregate is not desirable. It is far better to specify the strength 
desired, for some types of work the maximum size of aggregate 
which may be used, and possibly a limiting ratio between the 
amounts of fine and coarse aggregate. The following example 
shows the procedure under such a specification. 

31. Example of the Design of a Concrete Mixture. Certain aggregates 
have been approved for a specific job. I'hcy have the following character- 
istics: The sand has 35 per cent voids and weighs 104.4 lb. per cu. ft. dry 
and rodded. One cubic foot measured in its natural moist condition weighs 
88.1 lb., and this same quantity when thoroughly dried weighs 84.4 lb. The 
percentage of moisture by weight is therefore (88.1 — 84.4) 84.4 = 4.4 

per cent, and the bulking factor is 104.4 -5- 84.4 = 1.24. The coarse 
aggregate has 33 per cent voids and weighs 107.5 lb. per cu. ft. dry and 
rodded. One cubic foot measured in its natural moist condition weighs 
105.0 lb., and this same quantity when thoroughly dried weighs 103.3 lb. 
The percentage of moisture by weight is therefore (105.0 — 103.3) -f- 103.3 
= 1.6 per cent, and the bulking factor is 107.5 103.3 = 1.04. 

The specified strength of the concrete is 2000 p.s.i. at 28 days. From 
Fig. 22, 7^ gal. of water are to be used for each sack of cement. Trial 
batches using 5 lb. of cement and 3.3 lb. of water (which maintains the 
desired water-cement ratio) are made up using various proportions of 
surface-dry aggregates. The desired degree of workability, as measured 
by the slump, is obtained with 12.1 lb. of sand and 21 .4 lb. of coarse aggregate. 

For a 1-bag batch with the surface-dry aggregates the following quantities 
must be used: 

Cement =» 1 sack = 94.0 lb. 

Sand = X 12.1 = 227.5 lb. 

Coarse aggregate * X 21.4 = 402 3 lb. 

Water = 7.5 gal. 



40 


ELEMENTARY STRUCTURAL ENGINEERING 


However, the aggregates are to be used in the field in their natural con- 
dition as described above. It will be assumed that each of the aggregates 
naturally absorbs 1 .0 per cent of moisture by weight. The amount of sand 
must then be increased by 4.4 — 1.0 = 3.4 per cent to 235.2 lb. The free 
water in the sand is 7.7 lb. = 0.92 gal. Likewise, the amount of coarse 
aggregate must be increased by 1.6 — 1.0 = 0.6 per cent to 404.7 lb., and 
the free water in the coarse aggregate is 2.4 lb. = 0.29 gal. 

The field mix by weight using the natural aggregates is then; 


Cement = 1 sack = 94.0 lb. 

Sand = 235.2 1b. 

Coarse aggregate = 404 . 7 lb. 

Water = 7.5 - 0.92 - 0.29 = 6.3 gal. 


The field mix by volume is : 


Cement = 1 sack 

Sand = 235.2 -J- 88.1 

Coarse aggregate = 404.7 105.0 

The yield for a 1-bag batch is: 

Cement = 1 cu. ft. (1 - 0.513) 

Sand = 2.67 cu. ft.* 2.67(1 - 0.35) -J- 1.24 
Coarse aggregate = 3.85 cu. ft. 

3.85(1 - 0.33) -5- 1.04 

Water = 7.5 gal. 


= 1 . 00 cu. ft. 
= 2.67 cu. ft. 
= 3.85 cu. ft. 


0.49 

cu. 

ft. 

1.40 

cu. 

ft. 

2.48 

cu. 

ft. 

1.00 

cu. 

ft. 

5.37 

cu. 

ft. 


The yield from a 1-bag batch being known, it is possible to compute the 
quantities required for a given volume of concrete. As in mortars, 2 to 4 
per cent should be added on account of the actual loss, after placing, of a 
portion of the water, 

32. Mixing, Placing, and Curing. Practically all concrete is 
machine-mixed. The ordinary mixer consists of a rotating 
drum, in the interior of which arc blades so placed that, as the 
drum rotates, they lift the ingredients, which in turn slide off 
the blades and drop to the mass then at th(^ bottom of the drum. 
The time of mixing depends upon the character of the mixture 
and the speed of the mixer, but in general little is to be gained by 
continuing the operation beyond 2 min. The Joint Committee 

* With the water within the particles assumed as 1 per cent, a given 
number of sand grains will occupy the same space whether this amount of 
moisture is actually present or not. 
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recommends that ‘Hhe mixing of each batch shall continue not 
less than 1 min. after all the materials are in the mixer, during 
which time the mixer shall rotate at a peripheral speed of about 
200 ft. per min.’’ 

The filling of the forms should be continuous where possible 
in order to prevent the formation of laitance or day’s work” 
planes. Laitance is a whitish substance consisting of the finest 
particles of the cement together with some of the silt and clay 
from the aggregates. It is brought to the surface of freshly 
mixed concrete where excess water is used (as it usually is in 
reinforced concrete). As it hardens very slowly and never 
acquires much strength, it constitutes a plane of weakness. 
Where such continuous deposition is impossible, the laitance 
should be scraped off and the surface of the old concrete rough- 
ened and wetted before placing is resumed. ^ 

Where forms have considerable height, with reinforcement con- 
tinuous in either a vertical or a horizontal direction over the 
full height, some means should be provided of depositing the 
concrete without dropping it through too great a distance. In 
addition to the separation that is bound to take place, both forms 
and reinforcement become coated with hardened concrete long 
before they are completely filled, which may cause planes of 
weakness in the top of the structure. Properly constructed 
enclosed chutes or pipes extending down into the forms will 
insure against these weakness planes and also produce a satis- 
factory surface finish. 

Spading, or puddling, of the concrete is necessary to cauvse it 
to spread laterally after it has been deposited in the forms. This 
puddling should be done in such a manner as to force the coarse 
aggregate against the forms. In a properly designed mix, 
sufficient mortar will follow and encase the coarse aggregate to 
insure a good surface finish; but if all the coarse aggregate is 
forced into the interior, away from the forms, the surface is less 
durable. 

Vibrators have been used in the past few years to aid in the 
flow of the concrete in the forms. They are operated either 
by compressed air or by electricity. They are used both inter- 
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nally and against the outside of the forms. Since they allow 
the use of a very sluggish mixture, with its consequent lower 
water-cement ratio, higher strength concretes may be expected. 

The principal variations in curing conditions which affect 
the process of hardening and the strength of the concrete are 
variations in moisture and temperature conditions. Though it 
is important that the amount of water used in mixing be con- 
trolled so that the consistency is as nearly normal as practical, 
it is just as important that the concrete be not allowed to dry out 
immediately, if the maximum strength obtainable is to be 
attained. All concrete should be protected against premature 
drying out for at least 1 week, and for a longer time if the tem- 
perature is near the freezing point. This may be done by 
sprinkling with water at intervals or by covering with damp or 
wet burlap. In road construction, water may be held over the 
entire surface by damming the edges with loose earth and form- 
ing a series of ponds. The importance of keeping the concrete 
moi^^t while hardening cannot be too strongly emphasized. Tests 
show that a concrete allowed to dry out immediately will usually 
reach a strength of not more than 50 per cent of the strength of 
similar concrete kept moist over the entire period of curing. 

The relation between the mean temperature during the curing 
period and the strength of concrete is illustrated in Fig. 23. 
The tests from which the curves were plotted covered a wide 
range of temperature conditions, and the resiilts were fairly 
consistent. A knowledge of the effect of the mean temperature 
upon the strength is very necessary in detei mining the time 
when forms may be removed and loads applied, and a careful 
study of Fig. 23 will furnish the necessary information for 
determining the relative length of time the forms should be kept 
in place under different temperature conditions. 

By combining high temperatures with a saturated condition 
of the atmosphere, it would follow that accelerated harden- 
ing of the concrete would be obtained. These conditions are 
brought into being by the application of live steam to concrete 
while hardening. This method is especially useful in the manu- 
facture of concrete blocks, tile, small pipe, etc., where the saving 
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in forms, storing space, and time is important. By placing the 
concrete products in a confined space and applying the steam 
under pressure, a still more rapid increase in strength will be 
attained. The steam should not be applied until after the 
concrete has obtained an initial set. Results of tests show that 
up to 80 p.s.i. gage pressure, steam has an accelerating action 
on the hardening of the concrete and that the compressive 




1 1 M M 1 ITI 1 1 1 1 1 1 FT 








r 

U) 120 


























L 


The -hmoemiures atven are ihe mean Temixmfurex 

5 








gliO 




/ 



















-90'’'^ 


























J 100 

















IT 

Tj 

n 





4^ 



n 











1 




T 

jj 

BP 







^ 90 


















BP 

P 




















a 

B 

p 


s 

L 

1 

g 10 
o 













Ad 

d 

a 

w 

Bi 

IP 



■ 














. A 

A 

a 

m 

a 

B 

saB 

B 

B 

P 

1 — J 

s 

L 











. A 

















A 

«i!aR9BisaflaBK 

P 

P 


. 

r 



□ 

% 60 

“1 







jofSiKsmw 



L 

-fT 






_ 

n 

1 







"T 

1 







1 





b 


B 

QBRBBDBBBn 





1 ' 










□ 



. 



f 40 





IBB 

m 

■ 

P 

wr 

U— 






1 




P 






R 




□ 


_ _ 




-*■ 







i 30 
£ 

Sk ^0 

f 

g \0 
a 





w 






















w 






* 












































L_ 















1 


























r 


































a; n 



























”0 

2 

L 


e 


6 

\ 

0 

i( 

i \A 


16 

5 

21 

} 2 

2 24 

26 

28 


days 
Fiq. 23. 


strength increases with the pressure and time of exposure. 
The application of the steam, too, permanently accelerates the 
hardening after the exposure to steam ceases. Concrete so 
treated has reached a compressive strength in 2 days (exposure 
to steam under pressure 24 hours) greater in some cases by 
100 per cent than unsteamed concrete has reached in 28 days. 

33. Freezing. The effect of low temperatures in delaying the 
hardening of concrete is shown in Fig. 23. When water reaches 
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a temperature of 39 deg. Fahrenheit, some subtle change occurs 
which decreases its chemical ability to combine. This change 
becomes more marked as the freezing point is approached, and 
concretes placed with the temperature near the freezing point 
take several times as long to obtain a final set as concretes cured 
at normal temperatures. In case of dry atmospheric conditions 
much of the water may evaporate before the final set takes place, 
and insufficient water be left to combine chemically with the 
cement. In case the temperature falls below the freezing point 
before final set, the expansion of the water while freezing exerts 
a force sufficient to destroy the cohesion between the particles 
of the green concrete. 

The injurious effect of freezing is lessened by two factors, 
namely, concrete is a very poor conductor of heat, and the 
chemical action of setting and hardening generates a certain 
amount of heat to combat the freezing action of the atmospheric 
conditions. Thus the serious injury is usually confined to the 
surface of the concrete and rarely penetrates more than an inch 
or two in depth. In massive members this may not seriously 
impair the strength but may be harmful only to the appearance. 
In the smaller members, however, a large percentage of the 
strength may be lost. 

The best method to prevent the freezing of concrete is the 
heating of the materials and keeping the green concrete at a 
temperature several degrees above freezing for several days. 

‘‘In freezing weather suitable means shall be provided for 
maintaining a temperature of at least 50 deg. Fahrenheit for 
not less than 72 hours after placing, or until the concrete has 
thoroughly hardened.'^ The heating of aggregates on large jobs 
can be accomplished by placing perforated pipes under the 
storage piles and forcing steam through the pipes. On small 
jobs, wood fires built in sheet-iron pipes buried in storage piles 
prove satisfactory. 

34. Placing under Water. When concrete is placed under 
water, it is essential that the water be still and not flowing and 
that the concrete be dumped as a batch in its final position so 
as to avoid the segregation that would take' place if it were 
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allowed to fall freely through several feet of water. For under- 
water placement, drop-bottom buckets or, preferably, the 
tremie method may be used. A tremie consists of a vertical 
pipe, with the lower end resting in the freshly deposited concrete, 
and with a hopper at the upper end which is above the water. 
The tremie is kept at least partly filled with fresh concrete during 
the entire placing operation. From time to time the tremie 
is lifted slightly to allow part of the concrete in the pipe to flow 
out of the bottom. A stiff but thoroughly plastic mix should be 
used. 

36. Compressive Strength. The ultimate strength of a con- 
crete normally increases with age. This increase proceeds very 
rapidly for the first few days after the concrete is placed but 
becomes more gradual as time goes on, though continuing at a 
more reduced rate for an indefinite period. The compressive 
strength of concrete at the age of 28 days is generally used as a 
measure of the quality of the concrete. This is based on the 
assumption of proper mixing and placing and suitable curing 
conditions. The compressive strength of the concrete is based 
on tests of 6- by 12-in. or 8- by 16-in. cylinders made in accord- 
ance with the Standard Methods of Making and Storing Speci- 
mens of Concr6»te in the Field, of the American Society for 
Testing Materials,^ and tested in a well-equipped laboratory by a 
competent operator. 

The ultimate compressive strength expressed in pounds per 
square inch is used as a basis for determining the unit stresses 
to be used in design, for it has been found that practically all 
the other structural properties of a concrete are proportional 
to the compressive strength. 

36. Tensile Strength. The tensile strength of concrete is a 
property of little importance, for it is so low in comparison with 
the compressive strength that it is usually neglected altogether 
in the design of reinforced-concrete structures. It may roughly 
be estimated as having a value of about 10 per cent of the com- 
pressive strength. 


1 A.S.T.M. Standard C31-39. 
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37. Transverse Strength. The transverse, or flexural, strength 
of concrete is low as compared with its compressive strength but 
much greater than the strength in pure tension. The transverse 
strength is measured by the stress developed in beam action. In 
a reinforced-concrete member this strength is usually disregarded, 
and steel reinforcement is placed in the member to develop the 
flexural stresses on the tension side. Load tests, however, on 
reinforced-concrete structures have shown that the transverse 
strength of the concrete contributes to a marked degree in 
increasing the capacity of the structure. Tests made by Duff A. 
Abrams indi(‘ate that, at 28 days, the transverse strength varies 
from 26 per cent of the compressive strength for a 1000 p.s.i. 
concrete to 15 per cent for a 4000 p.s.i. concrete. 

38. Shearing Strength. The shearing strength of concrete is 
important in that failure by shear on a diagonal plane often 
occurs in short compression specimens. The direct shear must, 
not be confused with the combination of shear and diagonal 
tension that occurs in the web of a beam. The resistance of 
concrete to direct shear is difficult to determine, for it is almost 
impossible to eliminate the effect of bearing, diagonal tension, 
and other stresses, so that different series of tests show a con- 
siderable variation. For most concrete the shearing strength 
is at least 60 per cent of the compressive strength and will need 
to be considered in design only in exceptional cases. 

39. Elasticity. Concrete is not a perfectly elastic material, 
there being a slight decrease in the ratio of stress to strain as the 
stress increases. Concrete also shows a permanent set under 
the smallest loads, but within working limits there is a fairly 
constant relation between temporary stress and strain, which 
may be considered as the modulus of elasticity of the concrete. 
The value of the modulus of elasticity of concrete (in pounds per 
square inch) for use in the design of reinforced-concrete members 
is generally taken as 1000 /'c, where /'c is the ultimate compressive 
strength determined as described in Art. 35. The modulus of 
elasticity of reinforcing steel is taken as 30,000,000 p.s.i. 

40. Plastic Flow. Tests have shown that all concrete under a 
sustained load continues to deform or plastically flow for a long 
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period of time. This deformation is independent of that due to 
shrinkage caused by the decrease in moisture content. 

The effect of this plastic flow in a reinforced-concrete column 
is, under sustained load, to gradually relieve the compressive 
stress in the concrete until the yield point of the steel is reached. 
Tests of reinforced-concrete columns, sponsored by the American 
Concrete Institute, made at Lehigh University and at the Uni- 
versity of Illinois, have shown increases in the steel stress of 
two to four times that obtained under the initial loading. 

In beams and slabs the effect of the shrinkage and plastic 
flow is to move the neutral axis toward the tensile reinforcement, 
thus decreasing the stress in the concrete and increasing that in 
the steel. 

In all cases the removal of the load causes some recovery or 
backward flow, which often continues for an appreciable period, 
but such values are always less than the deformations under the 
sustained load. 

41. Contraction and Expansion. Concretes expand as the 
temperature is raised and contract as the temperature is lowered. 
The coefficient of expansion per degree of temperature change 
incireases somewhat with the richness of the mix, but the range 
of values is small. Tests made in the laboratories of Cornell 
University gave a range of values of from 0.00000677 for a 
concrete to 0.00000537 for a 1:3:6 concrete, with an 
average for all tests of 0.00000604. Other tests have shown a 
close agreement. The value generally used is 0.000006 per 
degree Fahrenheit. 

Concretes expand in volume if kept wet or immersed in water 
and contract if exposed to air. This property is not confined to 
freshly placed concrete but is characteristic of concretes of many 
years' service. A concrete which dries out in air may be expected 
to contract 0.02 to 0.05 per cent and when immersed in water 
may expand at least one-half of this amount. 

This tendency to change in volume with different moisture 
conditions and changes in temperature does, of course, set 
up stresses of both tension and compression in a restrained 
reinforced-concrete structure. The tensile stresses often exceed 
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the amount that the concrete can sustain, and cracks 
result. 

42. Weight. The weight of a concrete varies somewhat with 
the proportions of the mix, the consistency, and the character 
of the aggregate. The richer concretes are slightly heavier, 
and the wetter consistencies are lighter, except when cinders 
are used as the coarse aggregate. A stone or gravel concrete 
will usually weigh between 140 and 150 lb. per cu. ft., with an 
average of about 145 lb. per cu. ft. In reinforced concrete the 
steel adds 3 to 5 lb. per cu. ft., and the weight of the reinforced 
concrete (including the steel) is usually taken as 150 lb. per cu. ft. 
The weight of cinder concrete may be taken as 115 lb. per cu. ft. 

Lightweight concrete (averaging about 100 lb. per cu. ft.) is 
sometimes made from artificial aggregates made from burned 
clay, which are known commercially as Haydite, Gravelite, etc- 
Still lighter weight concretes (as low as 50 lb. per cu. ft.) are made 
by adding certain chemicals to ordinary concrete, which generate 
gases and cause the concrete to fluff up. The process is known as 
aerating. 

43. Working Unit Stresses. The following tables give the 
unit stresses for design recommended by the Standard Building 
Code Committee of the American Concrete Institute. is 
the value obtained for ultimate compressive strength as described 
in Art. 35. n is the ratio Es -5- Ec (see Art. 39). 

Allowable Unit Stresses in Reinforcement 

а. Tension: 

(/« = tensile unit stress in longitudinal reinforcement) 

(fv = tensile unit stress in web reinforcement) 

20.000 p.s.i. for rail-steel concrete reinforcement bars, billet-steel con- 
crete reinforcement bars (of intermediate and hard grades), axle-steel 
concrete reinforcement bars (of intermediate and hard grades), and 
cold-drawn steel wire for concrete reinforcement. 

18.000 p.s.i. for billet-steel concrete reinforcement bars (of structural 
grade), and axle-steel concrete reinforcement bars (of structural 
grade). 

б. Compression, vertical column reinforcement: 

(/, = nominal working stress in vertical column reinforcement) 

20.000 p.s.i. for rail or hard-grade steel. 

16.000 p.s.i. for intermediate-grade steel. 
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Working Unit Stresses for Ueinforced Concrete Members 


Allowable unit stresses, p s i 


Description 


For any 
strength of 
concrete as 
fixed by 
test 

30 000 

n cs 

fc 

f'c » 
2000 

P 8 1 

n « 16 

f'c - 

2500 

P 8 1 

n - 12 

A « 
3000 

P 8 1 

n « 10 

A - 

3750 

P 8 I 

n » 8 

Flexure /<» 

Extreme fiber stress in compressionf 

/« 

0 40f'e 

800 

1000 

1200 

1500 

Extreme fiber stress in compression 
adjacent to supports of < ontinuous 
or fixed beams or of rigid frames 

fc 

0 45/'« 

900 

1125 

1350 

1688 

Shear v 

Beams with no web reinforcement 
and without special anchorage of 
longitudinal steel 

Vc 

0 02/'fl 

40 

50 

60 

75 

Beams with no web reinforcement 
but with special anchorage of longi 
tudinal steel 

Ve 

0 OSfe 

60 

75 

90 

113 

Beams with properly designed web 
reinforcement but without special 
anchorage of longitudinal steel 

V 

0 OOfo 

120 

150 

180 

22% 

Beams with properly designed web 
reinforcement and with special an- 
chorage of longitudinal steel 

V 

0 12/'c 

240 

300 

360 

450 

Flat slabs at distance d from edge of 
column capital or drop panel 

Ve 

0 03/'c 

60 

75 

90 

113 

Footings 

Ve 


00 

75 

75 

75 

Bond u 

In beams and slabs and one-way 
footings * 

Plain bars 

U 

0 04/'e 

80 

100 

120 

150 

Deformed bars 

U 

0 05/'o 

100 

125 

150 

188 

In two-way footings 

Plain bars 

U 

0 045A 

90 

113 

135 

169 

Deformed bars 

U 

0 066/'o 

112 

140 

168 

210 

Bearing /« 

On full area 

fc 

0 25/'c 

500 

625 

750 

938 

On one-third area 

fc 

0 375/'c 

760 

938 

1125 

1405 


♦ Where special anchorage w provided 1 H times these values in bond may be used in 
beams slabs and one-way footings The values given for two-wav footings include an 
allowance for special anchorage 

t The Joint Code Committee recommends (1940) that this stress be 0 45 fe 
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LOADS ON STRUCTURES 

44. Types of Loads. Loads on structures may be divided into 
two general classes, dead load and live load. 

The dead load is the weight of the structure itself and the 
weight of any permanent fixtures which are carried by the struc- 
ture. It is a fixed load which remains in position during the 
life of the structure and acts in a vertieal direction. 

The live load includes all other loads or forces acting on the 
structure. In a building it includes people, furniture, machin- 
ery, or any oth(T movable object which may or may not bo 
present at any particular time. On a bridge it includes the 
trains, trucks, cars, wagons, or people which move across the 
bridge. It also includes snow loads, wind loads, impact forces, 
and other special loads, although these are often referred to under 
separate classifications. 

46. Dead Loads. The dead-load weights of single members 
may be assumed, the design made for this load and the specified 
live loads, and the true weight computed, aft(»r which the original 
assumption may be revised if necessary. This is probably the 
simplest method of designing beams and columns and is to be 
preferred over a more complicated solution which includes in 
the original design equation a term having the unknown size 
of the beam or column multiplied by the unit weight of the 
material. 

For structures composed of several members such as roof 
trusses, bridge trusses, plate girders, and arches, the labor 
involved in arriving at the selection of the size and weight of 
each member makes it desirable that the original assumptions 
of dead-load weight be sufiiciently close to the final weight so 
that no revision is necessary. Several empirical formulas have 
been developed by computing the weights of previously designed 
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trusses of different span and carrying different classes of load-r 
ing, and adapting a formula to the results. 

The weight of a roof truss will vary with the span and rise 
of the truss, the distance between trusses, the material used in 
the truss, the type of roof covering, and the geographical loca- 
tion of the structure as affecting the snow and wind pressures, 
as well as other obvious design factors. No practical formula 
can be obtained which includes all these variables. The span 
and spacing of trusses cause the greatest variation in weight; 
and since the dead weight of the truss usually forms but a small 
part of the total design load, the error involved in neglecting 
the other factors is not great. Either of the following formulas 
gives sufficiently close results for the design of either timber 
or steel trusses : 

25 6000 

or 

le =- Kil + 0.10 

in which w == weight of truss per square foot of horizontal 
covered surface supported. 

I = span of truss, in feet. 

K = a constant depending upon the material of which 
the truss is constructed: 0.5 for timber trusses and 
0.75 for steel trusses. 

The dead load supported by a bridge truss consists of the 
weight of the trusses and their bracing together with the weight 
of the floor system. The latter can be designed and the weight 
computed before the design of the trusvses. The weight of the 
trusses and their bracing varies with the length of span, type 
of truss, panel-length, character of details, load carried, type of 
floor, etc. The principal factors are the span and the class of 
live load. For approximate weights of steel highway bridges the 
following formula is suggested: 
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in which w = weight per foot of one truss and one-half of the 
bracing. 

Wi = total superimposed load per foot, in pounds^ 
brought to each truss (weight of floor, live load, 
and impact). 

I = span, in feet. 

For single-track steel railroad bridges, the weight per foot of one 
truss and one-half the bracing and floor system may be taken as 

w == 2(21 + 5E) 
in which I = span, in feet. 

E = the number representing the class of Cooper^s live 
loading to be carried (see Art. 48). 

The use of a solid floor with ballast materially increases the 
weight of the floor and adds somewhat to the weight of the trusses 
over that determined by the preceding formula. The weight 
of a double-track bridge is 80 to 90 per cent greater than that of a 
corresponding single-track structure. 

46. Live Loads for Buildings. The minimum live loads for 
which the floors and the roof of any building must be designed 
arc always specified in the building code that governs the site of 
the construction. 

The range of minimum live-load values in pounds per square 
foot of floor or roof area, as given in several typical building 
codes, is as follows: 


Apartments 40 

Auditorium and theaters: 

With fixed seats 50-80 

Without fixed seats 100 

Dwellings 40 

Hospitals 40 

Hotels : 

Rooms 40 

Corridors, lobbies, dining 

rooms 100 

Manufacturing buildings: 

Light manufacturing ... . 75-125 

Heavy manufacturing .. . 125-200 
Office buildings: 

Office space 50-60 

Corridors, public spaces. 100-125 


Roofs, flat 30-40 

School buildings: 

Classrooms 50-60 

Corridors, public spaces. 100 
Garages : 

All types of vehicles. . . . 100-175 

Passenger cars only 75-125 

Store buildings: 

Retail 75-125 

Wholesale 100-125 

Warehouses: 

Light storage 75-150 

Heavy storage 200-250 
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The specified minimum live loads cannot always be used. The 
type of occupancy should be considered, and the probable loads 
should be computed as accurately as possible. Warehouses for 
heavy storage may be designed for loads as high as 500 lb. or more 
per sq, ft. ; unusually heavy operations in manufacturing buildings 
may require a large increase in the 200-lb. maximum specified 
above; and special provision must be made for all definitely 
located heavy concentrated loads. 

Some building codes provide for occasional probable concen- 
trated loads, such as the weight of a heavy safe, by requiring that 
in addition to being adequate to support the specified minimum 
uniform live load, the floor system shall also be capable of sup- 
porting a single concentrated load of 2000 lb. (or more) on an 
area 23 ^^ ft. square when this load is placed in any position on the 
floor. The concentrated load and the uniform load are, however, 
not assumed to act simultaneously. 

47. Live Loads for Highway Bridges. Truck Loadings. For 
loaded lengths up to 60 ft. the live load specified by the American 
Association of State Highway Officials consists of a series of 
trucks as shown in Fig. 24. The wheel spacing, weight distribu- 
tion, and amount of clearance required for the individual trucks 
are shown in the figure. A width of 9 ft. is required for each 
line of trucks; this width is called the lane width. 

The highway live loads of the above specifications are divided 
into three classes, jEf20, H15, and HIO. The number of the 
loading indicates the gross weight in tons of the heaviest truck 
in the series, and each other truck of the series has a gross 
weight of three-quarters of that amount. The gross weight of 
each truck is divided between the front and rear axles in the 
proportions shown. 

Long-span Loadings. For loaded lengths of 60 ft. or more a 
uniform live load plus a concentrated load as shown in Fig. 25 
is used. 

Electric-railway Loadings. For bridges carrying electric-rail- 
way traffic the loading is determined on the basis of the class of 
traffic which the bridge may be expected to carry. Such a load- 
ing, for design purposes, consists of a train of two cars, followed 
by and/or preceded by a uniform load as shown in Fig. 26. 
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Fig. 24. — Standard truck-train loadings. 
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Sidewalk Loadingfi. Sidewalk floors, j^triiigers, and their 
immediate supports are usually designed for a live load of 100 lb. 
per sq. ft. 




-{St’S' 


[ Unf form haef S40 /hs per //near foot of /one 
H 20 Loading 

\^enf rated load {fg/soo^/eheal^^ 
Wniform load 480 //>^.per linear foot of /ane 

// 15 Loading 

Conren/ra/pd for moment 

loncenrratea loaa^^ Q^Q 

^ f Uniform /oad 320 /bs per //near foot of /ane 


Fig. 25.- 
Clasg 


H 10 Loading 

-Equivalent highway loadings. 


60 Ton cars 

S8' 

55' ^ 

SO Ton cars 

! ^ 


40 Ton cars 

46' ^ 


30 Ton cars , 



20 Ton'^cars , 

c r 

40f 

40^ ] 




Uniform /oad 




Uniform 

/oad 


Class \/0‘. 
60 Ton cars 


T\7>0' \T\J4^ \T 


30' ;7j 


/iy[ 

Y'il 


£0 Ton cars 

T 75' 

mmi 

ii^ns] 

40 Ton cars 

Y to' ’ 

mwmi 

ilHBB 

30 Ton cars 

fe'’ /5' ’ 

\6\\I4}S 

' 18* :6'\ 

20 Ton cars 


wmm 

^ 16' S\ 


Fig. 26. — Electric railway loadings. 

Selection of Loadings, Bridges of the different classes are 
designed for loadings as follows: 


Class of Bridge 
AA 
A 
B 


Loading 

.^20 

//15 

7/10 


48, Live Loads for Railroad Bridges. For railroad bridges 
the live load consists of the moving locomotives and the train 
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and acts as a system of concentrated rolling loads. The maxi- 
mum load usually specified consists of two locomotives coupled 
together followed by a uniform load representing the train 
load. A great variety of engine loadings has been used by 
the various railroad companies, each road, as a rule, selecting 
a loading based on the weights of the heaviest locomotive in 
service or to be anticipated during the life of the structures 
under consideration. With such great divergence in specifica- 
tions the calculation of stresses by exact methods produced varia- 
ble and questionable results. This resulted in the proposal of 
several iypical compromise loadings in which the wheel weights 
and spacings were modified to secure greater simplicity. The 
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Fig. 27 


system of loads proposed by Theodore Cooper in 1894, consisting 
of two locomotives followed by a uniform train load, is the only 
one which has come into any extensive use. This system is now 
more universally used by the railroads of this country than any 
other type of load. 

In Cooper^s loadings, the total load on one driving-wheel axle 
corresponds with the designation of the class of loading. In 
Fig. 27 each driving-wheel axle carries a load of 10,000 lb., 
or 10 kips, and hence this loading is known as Cooper^s -E-10 
loading. Any other class of Cooper^s loading may be obtained 
directly from this one; for all axle loads bear the same relation 
to the weights on the driving-wheel axles for all classes of loads, 
and the axle spacing is the same for each class. For example, 
each load in the E-bO class is equal to times the corre- 

sponding axle load in the £'-10 class. At the present time most 
specifications which include Cooper^s loadings are specifying 
classes from £-65 to £-75. 

In order to reduce the numerical work involved in the com- 
putations of stresses due to a specified system of concentrated 
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loads, it is desirable to prepare a table or diagram giving weights, 
distances, and moments. Many forms for these tables have 
been devised by different designers to suit their respective 
needs. Such a table for Cooper's EAO loading is given on page 
57. In that table the first three horizontal lines give, respec- 
tively, the amount of each wheel load, the spacing between 
wheels, and the number designation of each wheel. The next 
three lines contain, respectively, the summations of distances, 
loads, and moments from wheel 1 to any given wheel. Thus, 
under wheel 5, the distance of wheel 5 from wheel 1 is given as 
23 (=8 + 5-l-5-b5), the summation of wheel loads 1 to 5 as 
22.5 (= 2.5 -4-5 + 5 + 54-5), and the summation of the 
moments of all the wheel loads to left of the wheel 5 about 
wheel 5 as 208 [= 2.5 X 23 + 5(15 + 10 + 5 + 0)J. Under cer- 
tain conditions wheels may pass off the structure as the loads 
are moved to the left, so that the summations of distances, 
loads, and moments are given in the table with each whec'l of the 
first locomotive successively omitted. For instance, under 
wheel 12 in the horizontal triple line 6, the dislan(*e from wheel 
6 to wheel 12 is given as 37, the summation of wlu'el loads 6 to 
12 as 25.5, and the summation of the moments of wheel loads 
6 to 12 about wheel 12 as 435. 

49. Impact. The live load on a bridge moves at a high 
velocity, and the track or roadway has considerable irregularity 
even under the most favorable conditions. On railroad bridges, 
unbalanced locomotive drivers and the vibration of the machinery 
add to the general effect. The increase in stress over that 
caused by the live load at rest is known as the impact stress. 

Many investigations with varying results have been made to 
determine the amount of this stress. These stresses are usually 
computed by empirical formulas. For highway bridges the 
specifications of the American Association of State Highway 

50 

Officials give the formula I = f where I is the loaded 

length in feet and I the impact coefficient, by which the live-load 
stress is multiplied to obtain the impact stress. For railroad 
bridges the American Railway Engineering Association specifies 
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(a) a percentage of live-load stress equal to 100/S, where S is 
the spacing in feet between centers of trusses, plus (6) a percent- 
age of the live-load stress equal to 100 — 0.60Z for spans less 

than 100 ft. and a percentage of + 10 for spans greater 

than 100 ft., where I is the span of the truss in feet. 

60. Lateral Forces on Bridge Trusses. A bridge structure is 
subjected to lateral forces due to wind pressure and the vibration 
caused by the impact of the moving loads. 

The wind is regarded as blowing horizontally at right angles to 
the structure and exerting a pressure of about 50 lb. per sq. ft. 
on the unloaded bridge, the exposed area being taken as the 
exposed surface of the trusses and floor system, as seen in eleva- 
tion. When the bridge is loaded, this pressure is reduced to 
30 lb. per sq. ft. on the loaded structure and its load. The pres- 
sure acting on the live load is always considered as a moving 
load, but specifications differ as to whether the pressure on the 
structure itself is to be considered as a moving or a static load. 

On account of the vibration caused by the impact of the moving 
load, it is usual to specify lateral forces considerably greater 
than would be obtained by the use of the unit pressures mentioned 
above in order to sc^cure the desired rigidity. 

For highway bridges, the American Association of State Highway Officials 
specifies that: 

o. The wind force on the structure shall be assumed as a moving hori- 
zontal load equal to 30 lb. per sq. ft. on 1 ^2 times the area of the structure as 
seen in elevation, including the floor system and railings, and on one-half 
the area of all truss(*s or girders in excess of two in the span. 

h. The lateral force due to the moving live load and the wind pressure 
against it shall be considered as acting 6 ft. above the roadway and shall be 
as follows: 

Highway bridges, 200 lb. per lin. ft. 

Highway bridges carrying electric railway traffic, 300 lb. per lin. ft. 

c. The total assumed wind force shall be not loss than 300 lb. per lin. ft. in 
the plane of the loaded chord and 150 lb. per lin. ft. in the plane of the 
unloaded chord on truss spans, and not less than 300 lb. per lin. ft. on girder 
spans. 

d. A wind pressure of 50 lb. per sq. ft. on the unloaded structure, applied 
as specified in paragraph a, shall be used if it produces greater stresses than 
the combined wind and lateral forces of paragraphs a and h. 
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For railroad bridges, the American Railway Engineering Association 
specifies that: 

a. The wind force on the structure shall be a moving load of 30 lb. per sq. 
ft. on 1 3 ^ times its vertical projection on a plane parallel with its axis, but 
not less than 200 lb. per lin. ft. at the loaded chord or fiange and 150 lb. per 
lin. ft. at the unloaded chord or flange. 

h. The wind force on the train shall be a moving load of 300 lb. per lin. ft. 
on one track, applied 8 ft. above the top of rail. 

c. The lateral force to provide for the effect of the sway of the engines 
and train, in addition to the wind loads specified in paragraphs a and 6, 
shall be a moving load of 20,000 lb. applied at the top of rail, in either 
horizontal direction at any point of the span. 

When a train with its brakes set crosses a bridge, a horizontal 
force is exerted upon the track through the friction of the braked 
wheels. The amount of this force is usually taken as 20 per cent 
of the vertical live load. The stress produced in the chords 
by this force increases uniformly from the free to the fixed end 
of the bridge. The effect of this force on the structure is mate- 
rially reduced by the continuity of the track over the bridge, and 
usually no stresses of any importance are produced in any 
members except the loaded chords, and these are often neglected 
in the design. 

Where bridges occur on curves, the spacing between trusses 
must be made greater than where the track is straight, in order 
to provide sufficient clearance. The centrifugal force developed 
and the eccentricity of the track both produce additional stresses 
in the main members of the truss as well as in the members 
of the lateral system. Where the curvature is slight, these 
stresses may be neglected. 

61. Snow and Wind Loads. The snow loads to be used in 
the design of roofs vary with the geographical location and 
altitude of the structure and with the slope of the roof. Where 
snow is likely to occur, a minimum value of 25 lb. per sq. ft. of 
horizontal covered surface should be used for all slopes up to 20 
degrees; this load may be reduced 1 lb. for each degree of slope 
above 20 degrees. Snow loads are not considered in the design of 
bridges, for the snow must be cleared before the maximum live 
load can move across the structure. 
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Wind pressures vary with the geographical location and the 
slope of the roof. The wind is assumed to blow horizontally 
with a velocity sufficient to cause a pressure of 30 to 40 lb. per 
sq. ft. on a vertical surface, which represents a velocity of 
approximately 86 to 100 m.p.h. Since the friction of air on 
comparatively smooth surfaces is very slight, it may be assumed 
without appreciable error that only the normal effect of this 
pressure need be considered. The amount of normal pressure 
for varjdng slopes is given by Duchemin in the following formula: 



in which Pa = horizontal pressure per square foot on a vertical 
surface. 

Pa = normal pressure per square foot of sloping surface. 
A = angle of inclination of the sloping surface. 

For a horizontal pressure of 30 lb. per sq. ft., the values of Pa 
for different slopes as computed from this formula are tabulated 
below: 


Slope A, 
deg. 

Normal pressure Pn, 
lb. per sq. ft. 

Slope A, 
deg. 

Normal pressure Psy 
lb. per sq. ft. 

5 

5.19 

35 

25 90 

10 

10.11 

40 

27 29 

15 

14.55 

45 

28 28 

20 

18.37 

50 

28.97 

25 

21.51 

55 

29.41 

30 

24.00 

60 

29.69 


For intermediate angles of inclination the normal pressures 
may be obtained by interpolation. For horizontal pressures 
other than 30 lb. per sq. ft., the values given above change in 
proportion. 
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HOMOGENEOUS BEAMS 

62. Types of Beams. A beam is a structural clement sub- 
jected to transverse loads and reactions. A homogeneous beam 
is one that is made of one material such as steel, plain concrete, 
or timber. A reinforced-concrete beam, which is a combination 
of concrete and steel, is nonhomogeneous. Design theories and 
methods for reinforced-concrete beams are given in Chap. X. 

Plain concrete is unsuited for use in beams because of its 

very low tension strength. Tim- 
ber beams are usually scpiare or 
rectangular in cross section. Steel 
1 beams are of two gc'neral types: 
(a) (b) (c) (1) rolled sections, (2) built-up 

sections. The rolled stec'l shapes 
that are most commonly used for beams are: tlu' standard 
I-beam, Fig. 28a; the wide-flange beam. Fig. 28/;; the channel 
section. Fig. 28c. Built-up sections are combinations of plates, 
angles, and other rolled shapes, riveted or welded together in 
such a manner as to insure unity of action between the individual 
elements of the section. Beams of the latter type are known as 
plate girders, box girders, lattice girders, etc., depending upon 
the arrangement of the component elements. The theory and 
the details of the design of built-up beam sections are given in 
Chap. VIII. 

Beams must be designed to give adequate strength in flexure 
and shear, and the material must be so arranged in the cross- 
section as to prevent buckling and excessive deflection. 

63. Assumptions in the Theory of Flexure. The common 
theory of flexure assumes: (1) A plane cross-section before load- 
ing remains a plane cross-section after loading; (2) Stress is 
proportional to deformation. The first of th(\se two assumptions 

6 *? 
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implies that the unit deformations of the fibers in any short 
element of the beam are proportional to their distances from the 
neutral axis, or plane of zero deformation. The second assump- 
tion implies that the unit stresses in the fibers at any section 
vary as the distances of the fibers from the neutral axis. 

64. Flexure Stresses in a Rectangular Beam. If the r(H*- 
tangular beam ah in Fig. 29 is cut in a vertical plane through any 
point c and the piece ac is separated from the piece cb, the piece 
ac can be kept in ecpiilibrium provided the internal forces which 
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existed in the original beam at this section are replaced by 
similar external forces acting on the cut face. Th^'se original 
forces consist of horizontal fiber slrtvsses of compression in lh(^ 
upper portion of the beam and tension in the lower portion, and 
a vertical shearing force Y which, with the loading shown, is 
equal to the left reaction jF?„. 

According to assumption 1 in Art. 53 the horizontal fiber 
stresses vary uniformly from a maximum value/ at the extreme 
fibers to zero at the neutral axis. The neutral axis of any homo- 
geneous beam coincides with the gravity axis of the section. 
Since the assumed section is symmetrical about this gravity 
axis, the actual value of the unit strevss on the extreme top fiber 
is equal to that on the extreme bottom fiber. This condition 
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exists in any rectangular homogeneous beam whether it be of 
timber, steel, or concrete and also in any symmetrical rolled steel 
section. If the depth of the beam is d and the width is 6, then 
the total compression C in the upper half of the beam is equal 
to the area of the triangle with base /and altitude d/2, multiplied 

by the constant width b, ot C ” ^ ^ ~ total 

tension T is likewise equal to For purposes of compu- 

tation C and T can be concentrated at the centers of gravity of 
the respective triangular wedges, so that the lever arm of the 
couple which is formed by these two equal and opposite forces 
is 2 X %{dl2) = If in the free body shown in Fig. 296 

the sum of the moments of all forces about point c is equated to 
zero, it follows that RaX = }/'ifbd X %d = }ifbd^. But RaX is 
the external bending moment M at section c; hence the relation 
above can be written as follows: 

M ^f(Hbd^) (1) 

The right side of equation (1) represents what is termed the 
internal moment of resistance at section c in the rectangular 
beam a6, or the moment that is exerted by the portion of the 
beam on the right of section c in resisting the applied load and 
reactions. Equation (1) states that the internal moment at 
any section of a beam is equal to the external moment at that 
section. 

The physical significance of the above discussion can be demon- 
strated by considering that a fixed pin is placed at c in the piece 
ac, about which the piece is free to rotate. The external moment 
tends to rotate the piece ac in a clockwise direction about the 
imaginary pin c; and if this rotation is to be prevented, an equal 
moment in the opposite direction must be furnished. This 
moment is furnished by the resisting couple, consisting of the two 
equal and opposite forces C and T as described above. With 
this arrangement of the resisting forces, horizontal movement 
of the pin c is prevented (2i? = 0). Vertical movement is 
resisted by the shearing force V which is necessary to satisfy 
the third requirement for equilibrium, namely, that the summa- 
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tion of vertical forces on a free body must equal zero. As 
mentioned above, this force V in this case is a downward force 
of the same magnitude as Ra- 

66. Flexure Stresses in Any Homogeneous Beam. The pre- 
ceding article applies specifically to homogeneous beams of rec- 
tangular cross-section. In order to obtain an expression for 
the internal moment of resistance in a beam of any cross-section, 
consider the beam in Fig. 30, the cross-section of which is pur- 
posely indicated as an undimensioned area of indefinable shape. 
The gravity axis is assumed to be at a distance e from the extreme 
bottom fiber and at a distance e* from the top fiber. Let / 



f 

Fig. 30. 


be the unit fiber stress on the extreme fiber (the lower fiber in 
this case) at section x-x. The value of the unit stress on an 
elementary area dA, at a distance y below the gravity axis (the 

y 

neutral axis), is total stress on the area dA is 


f --dA. 

e 


Since the unit deformation of two fibers, one at a 


distance y below the neutral axis and one at the same distance 
above the neutral axis, are equal, the stresses producing these 
changes in length are equal, provided the modulus of elasticity 
of the material in tension is the’ same as that in compression. 
Hence, the preceding equation is also true for elementary areas 
above the neutral axis, the stresses, however, being of opposite 
character to those on areas below this axis. 
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The moment of resistance of the cross-section is equal to 
the sum of the moments, about the neutral axis, of the stresses 
on ea(‘h elementary area dA in the entire cross-section, or 


Moment of resistance 




By definition (see Art. 5), J yHA is the moment of inertia I 

of the cross-section about the neutral axis. The foregoing 
(‘(juation may therefore be written as follows: 

Moment of resistance = / “ (2) 


The moment of resistance at any section is at all times equal 
to the bending moment M at that section caused by the external 
loads and reactions, so that the fundamental equation that 
expr(‘sses the relation between the external moment, the simul- 
taru'ous extreme fiber stress, and the physical dimensions of the 
beam is 

M=/^ (3) 

For rolled steel shapes, the quantity I/e is given, for various 
types, sizes, and weights of section, in the steel manufacturers^ 
handbooks. This quantity is called the ‘^section modulus’^ and 
is denoted by the letter S, Hence, equation (3) may be written 
in the form 

M = fS (3a) 

which is of advantage particularly in the design or investigation 
of rolled steel beams. 

If the section x-x is that section at which the moment caused 
by the external loads and reactions is a maximum, if f is taken 
as the maximum allowable unit fiber stress in flexure, and if 
7/e is variable, then equation (3) represents the condition that 
the maximum moment of resistance (the resisting moment of the 
beam) is equal to the maximum bending moment Af. 

With proper interpretation equation (3) is perfectly general, 
and it applies both to design and review. If the cross-section is to 
be determined, the maximum momc»nt and the maximum allow- 
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able fiber stress are known, and the required value of I /e may be 
computed. If the maximum moment M and the cross-section 
are known, the actual maximum extreme fiber stress / (which 
may be greater or less than the allowable stress) can be deter- 
mined. If the cross-section and maximum allowable fiber stress 
/ are given, the maximum allowable bending moment M may 
be obtained. 

Equation (1) for rectangular beams could be obtained directly 
from equation (3). Since, for a rectangular section I = 
and e = d/2, it follows that lie — and M = f(y^bd^). 

56. Variation of Flexure Stress in a Given Cross-section. 
Since unit stresses on the fibers in a given cross-section vary 
directly as the distances from the neutral axis, the unit stress 
fy on a fiber at a distance y from the neutral axis is 


A =/• 


Hence, from equation (3), 




( 4 ) 


In Fig. 30 the unit stress/' on the extreme to]) fiber is therefore 
given in the equation 




(5) 


Equation (5) is just as important in the design of beams of unsym- 
metrical cross-section as equation (3) })ecause of the fact that 
quite frequently the allowable unit stress on the extreme com- 
pression fiber is less than that on the extreme tension fiber, owing 
to the possible tendency of the cross-section to buckle sidewise 
under large compression stresses. 

In Fig. 30 the bottom fiber is assumed to be farther from 
the neutral axis than the top fiber. It should be remembered 
that, if the shape of the beam is changed, the reverse condition 
might well exist, in which case, with the same nomenclature as 
indicated in Fig. 30, e' would be larger than e and the actual 
stress /' would be greater than the actual stress /. 
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It is not necessary to consider equations (3) and (5) as two 
separate equations. Either one could be used in investigating 
both the extreme tension and the extreme compression fibers, 
provided that the nomenclature is changed so that / (or /') 
is the unit stress on one or the other of these extreme fibers 

and e (or e') is the distance from 
the gravity axis to the extreme 
fiber in question. This follows 
from equation (4) with proper 
interpretation of the distance y 
and the stress fy, 

67. Shearing Stresses. All 
beams are subjected to shearing 
stresses in addition to flexural 
stresses. Shearing stresses are 
of two kinds, vertical shear and longitudinal shear. The former 
represents the tendency for one segment of the beam to move up 
(or down) with respect to the other segment. In Fig. 31, the 
portion to the left of section A A is being pushed upward by the 
left reaction, while the right portion is being pushed downward. 
Actual motion is prevented by the shearing resistance of the 
material in the beam. The total vertical shear at any section 





\B 


Nvjfral axis 


(a) 



j jgj 

ax/s 


(C) 


id) 


Fia. 32. 


is equal to the algebraic sum of the loads and reactions on one 
side of the section. 

Longitudinal shear is caused by the difference in flexural 
stresses at various sections along the beam. In Fig. 32a, the 
fiber stresses of compression (above the neutral axis) and tension 
(below the neutral axis) are greater on the right face of the 
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segment AB than on the left, because (1) the bending moment 
is greater on the right than on the left and (2) the fiber stresses 
are proportional to the bending moment. At any horizontal 
plane ab in the segment AB (Fig. 326) there is a tendency for 
the portion between the plane and the nearest surface of the 
beam to move horizontally (to the right in this case) with a 
force equal to the total difference in the flexural stresses on 
the two sides of this portion of the segment (Fig. 32c). The 
longitudinal shear is obviously equal to zero at the top and 
bottom surfaces and is a maximum at the neutral surface. At 
any point in any cross-section of the beam, the intensity of the 
longitudinal shear is equal to the 
intensity of the vertical shear. 

For a rectangular 6eam, the 
value of the maximum unit longi- 
tudinal shear is obtained as fol- 
lows: In Fig. 33, all of the forces 
which act on the portion AB oi 
the beam in Fig. 32 are shown. 

The length x of A 5 is considered 
to be very small, so that the 
total vertical shear V on the face 
A can be assumed to be the same 
as that on the face B, For purposes of computation the com- 
pression forces C, C' and the tension forces T, 7"' are assumed to 
be concentrated at the centers of gravity of the respective 
triangular stress wedges. The sum of the moments about point 
m (in the line of action of C and C' and also in the vertical plane 
B) must be equal to zero; hence, 



and 


Hd{T - r) = Vx 


(r-n-lf 


But, at the neutral axis, the total longitudinal shear is (T — T')» 
and the unit shears on the horizontal plane AB, the length of 
which is X and the width 6, is 
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Hence, 


T - T' 


bx 


= - — 

~ 2bd 


( 6 ) 


At horizontal pianos other than the neutral plane, the longitudinal 
shear varies as the ordinates of a parabola, as shown in Fig. 32d. 

For a rolled steel shape su(*h as an I-beam, in establishing the 
design procedure for shear, it is assumc'd that the centers of 
gravity of the compression and tension stresses are located at 
the extn'me top and bottom fibers. The equations correspond- 
ing to those used in the preceding derivation for rectangular 
sections are then as follows: 


Therefore, 


(T - ryi = Vx 

Vr 

(T - T') = ‘ 


V = 


d 

bx 


_ V 
~ hd 


(7) 


Since the majority of the flexure stresses are in the flanges, the 
assumption made above, f.c., that the lever arm of each of 
the stress couples T, C and T\ C' is (‘qual to the full depth of the 
beam, is not scM’iously in error, especially for fairly deep beams, 
and the maximum unit shear v as obtaim^d from equation (7) is 
not materially lower than the* actual value. Whatever error 
does ('xist is compensated for in the selection of the allowable 
unit design sti-(*ss in shear. 

Equations (6) and (7) indicate that, on any beam, the absolute 
maximum unit shearing stress occurs in the section at which the 
total vertical shear V is a maximum, usually at one of the 
supports. 

68. Diagonal Tension Stresses. Combined with the bending 
stress(»s, th(' two shearing stresses (longitudinal and vertical) 
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cause inclined stresses of tension T, T (Fig. 34) in the lower 
portion of the beam, and compression in the upper portion. 
Diagonal tension stresses as a rule need not be investigated in 
timber or steel beams because of the relatively large tensile 
strength of the materials. Diagonal compression stresses are 
of no importance in rectangular timb(T beams, for the same 
reason; but in very deep steel beams, especially in the built-up 
sections, these stresses are apt to cause buckling of the webs. 
This tendency to buckle is overcome by stiffening the webs 
of deep built-up beams, at proper intervals, with vertical angles 
which are riv('t('d or w(4ded to either side of the w('b (see Art. 127). 
The standard rolled-beam s('ctions are so proportioned that the 


Fig. 34. 

danger of such buckling is eliminated if the usual safe bending 
and shearing unit stresses are not exceeded, i.e., the ratio 
of web thickness to total height is such as to provide sufficient 
inherent resistance to those* inclined str(*sses. 

69. Deflection. Beams which suy)port tile or concrete floors, 
plastered ceilings, etc., should be designed to avoid excessive 
deflections in order to prevent the formation of unsightly cracks 
in the floor or ceiling. A deflection of of the span is the 

generally accepted maximum for such b(‘ams, provided that th(*y 
are reasonably free from vibration and impact. Experience has 
shown that plast('r will crack if the deflection materially exc(*eds 
the foregoing value; also, the structure as a whole will not have 
sufficient inherent rigidity to prevent giving an impression of 
undue flexibility. The theory and formulas for deflection are 
given in Chap. IX. Equations for the actual maximum deflec- 
tion of a few of the more common types of beams and loadings are 
given in Fig. 126, page 193. 

After the design for bending and shear is made, the theoretical 
deflection of the beam can be obtained from the proper deflection 
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equation. Comparison with the allowable deflection will indi- 
cate whether or not the tentative section is sufficiently rigid. 
If not, the value of I which is required to reduce the actual 
deflection to a value not exceeding the allowable deflection may 
be computed and a new section selected. 

Beams which are subject to much vibration or shock should 
have greater rigidity than is furnished by the procedure outlined 
above. This greater rigidity can be secured by lowering the 
value of the maximum allowable deflection, but more generally 
in steel design it is assured by specifying a depth-span ratio 
which has been shown by experience to be adequate for the type 
of structure under consideration. Typical ratios are given in 
the various standard specifications (see Art. 116). 

60. Design of Rectangular Timber Beams. After the span 
and loads have been established and the sp('cies and grade of 
timber have Ix'cn seh'cted, the design procedure for rectangular 
timber beams is as follows: 

1. Compute the maximum bending moment M, and the maximum total 
vertical shear V. 

2. Determine from equation (I) the value of bd^ required to furnish a 
resisting moment equal to the maximum bending moment, using the projx^r 
value of / as given in Art. 13. 

3. Determine from equation (6; the required product bd to furnish 
adequate sh(‘aring rc'sistance. The allowable value of v is given in 
Art. 13. 

4. Select values of b and d to satisfy both requirements 2 and 3. In 
making this selection, the depth should be greater than the width in order 
to secure maximum economy as far as bending is concerned, but not so much 
greater that the beam will tend to topple over or buckle sidewise because 
of insuflicient width. Ordinarily, a width one-half to three-fourths of the 
depth will be satisfactory, although in many cases square cross-sections are 
necessary or desirable. An exception occurs in the case of floor joists and 
other similar members, which are sujiported laterally by bridging, flooring, 
or transverse struts. For such members the depth may be as much as 
7 times the width (i.c., a 2 by 14 joist). If the depth-width ratio is less 
than 3, no lateral support is necessary. For depth-width ratios greater 
than 3 the distance between points of lateral support should be not greater 
than about 40 times the width of the beam or joist. Standard sizes of 
timbers should be used, to prevent waste. Nominal standard dimensions 
are 2, 3, 4, 6 in., and greater in multiples of 2 in. Timbers with either 
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dimension greater than 12 in. are more expensive per board foot^ than 
smaller sizes, and the unit cost of the longer timbers increases with the size. 
The cost should be considered where possible, in making the final selection. 

Where the timber is to be dressed on four sides (and most structural 
timbers are so dressed), the nominal size is reduced accordingly, and the 
dressed sizes should be used in the computations. Nominal dimensions less 
than 6 in. are reduced in. in dressing, and nominal dimensions 6 in. or 
greater are reduced in., so that a nominal 12 by 12 timber should be 
considered as llj^ by 11 a nominal 2 by 4 should be considered as 
Ih by 35i, etc. 

The weight of the beam should be considered in computing design moments 
and shears. The weight of structural timbers varies from about 36 to 48 lb. 
per cu. ft. (3 to 4 lb. per board foot). In all the following problems a weight 
of 40 lb. per sq. ft. is assumed, and beam weights are based on nominal sizes. 

5. Compute the theoretical maximum deflection, compare with the 
allowable, and increase the cross-section if necessary. 

6. Compute the bearing area required at the support by dividing the 
reaction by the allowable unit compressive stress perpendicular to the fibers 
(Art. 13), and make the bearing length sufficient to furnish the required 
area. A minimum length of 4 in. should be used. 

Example. A timber beam with a span of 16 ft.-O in. is to support a total 
uniform load (including the weight of the beam) of 1000 lb. per lin. ft. The 
beam is to be of Douglas fir, for which the allowable unit fiber stress in 
bending (Art. 13) is 1500 p.s.i.,* the allowable unit longitudinal shear is 
100 p.s.i., and the modulus of elasticity is 1,600,000 p.s.i. Design the beam. 

M = X 1000 X 16* X 12 = 384,000 in.-lb. 

V = 1000 X 1 = 8000 lb. 


From equation (1), 


Tjo. 6 X 384,000 ^ 

5d* (required) = = 1536 in.* 


Let h = in. (10 in. nominal); then d (required) = 



A nominal 10 X 14-in. beam is selected (6 = 9H in., d = 13.5 in.) 

A 12 X 12 beam (M* = 11.5 X 11.5* = 1520 in.*) furnishes about 1 per 
cent less strength than is required. A deficiency up to about 2 per cent is 
considered safe in ordinary design practice, and the 12 X 12 could be 
considered satisfactory for flexure stresses if the 10 X 14 were not available. 


^ A board foot is Kz t'n. ft. and is the equivalent of a board 1 ft. long, 
1 ft. wide, and 1 in. thick. The number of board feet in a given timber is 
obtained by multiplying the width in feet by the length in feet and by the 
thickness in inches. 
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fYom ecjuation (6), 

3 8000 

bd (required) = 2 ^ 100 ^ 

Kither the 10 X 14 beam {hd == 9.5 X 13.5 = 128 sq. in.) or the 12 X 12 
beam {hd = 11,5 X 11.5 = 132 sq. in.) would furnish adequate shearing 
resistance'. 

The moment of inertia of the 10 X 14 beam is 1 1 2 X 9.5 X 13.5’^ = 1945 
in.^ From Fig. 126, page 193, the maximum tlieoretieal deflection 5 is 

5 X 16,00^16 X 1^^ _ . 

* :i84 X 1, GOO, 000 X 1945 

For tho 12 X 12 Geiiin, / = 1460 in.'* and 

5 X_16,^(l(^ 12)^_ ^ . 

384 X 1,600,000 X 1460 “>• 

The allowable deflection is ^3(>o(lfl X 12) = 0.534 in. The 10 X 14 beam 
must be used, since the actual defl(‘ction of the 1 2 X 12 exceeds the allowable 
value. 

The bearing area required at the support is = 22.8 s<p in., and 

th(* b(*aring h'ngth must be at least 22.8/9.5 = 2.4 in. A minimum of 4 in. 
should be us(‘d. 

61. Investigation of Rectangular Timber Beams. If tho size' 
and span of a ])oam are known, togedhor with tho species and 
grade of timber, the beam may be investigated to determine tho 
maximum unit stresses for a given loading, or the maximum 
loading for stated maximum allowable unit stresses, ])y substitut- 
ing known (quantities in equations (1) and (6) and solving for tho 
(quantities renquired. 

Example. A nominal 8 X 12 timber beam with a span of 12 ft.-O in. 
supports a concentrated load P at the mid-span. The beam is of longleaf 
yellow piiK', with allowable unit stresses rs follows: extreme fiber strc'ss in 
bending, 1400 p.s.i.; shearing, 120 p.s.i.; modulus of elasticity, 1,600,000 
p.s.i. Allowing for the weight of the beam, what is the maximum safe value 
of the load P‘1 

The maximum allowable moment d/, from equation (1), is 

M = 1400 X ^6 X 7.5 X (11.5)2 = 231,000 in.-lb. 

8 X 12 

Tho weight of the b('am is - X 40 = 27 lb. per ft., and the maximum 
moment M d due to this weight is 

Md = X 27 X 122 X 12 = 5800 in.-lb. 
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The moment duo to the load P cannot exceed 231,000 — 5800 = 225,200 in.- 
Ib. Hence, since the maximum bending moment (see page 10) is Pi Ply 

HP X 12 X 12 = 225,200 
P = 6240 lb. 

The maximum allowable total shear V, from equation 6, is 

F = X 120 X 7.5 X 11.5 = 6900 lb. 

The maximum dead-load shear is 27 X ’‘^2 = 102 lb.; hence, the shear 
caused by the load P cannot exceed 6900 — 162 == 6740 lb. Since 
Vp = P/2y P = 2 X 6740 = 13,480 lb. 

The preceding maximum values of P show that the bending strength 
governs in this case, and the maximum safe load P cannot exceed 6240 lb. 
The preceding computations show also the comparatively small effect of 
the weight of the* beam, in view of which it may l)e stated that, in the design 
of timber beams, the weight of the beam itself mav ordinarily be n(*glected. 

If the deflection is limited to ^ i go X 12 X 12 — 0.4 m., the maximum 
load P that could be plac(‘d on the beam without exceeding tli(' allowable 
deflection (neglecting the effect of the weight of the beam) is obtained from 
the proper deflection equation (page 193), as follows: 

I = }i 2 X 7.5 X (11 5)3 = 954in.4 

P(12 X 12)3 

48 X 1,600,000 X 954 
P = 9800 lb. 

Since this is greater than 6240 lb., the latter value is still the governing load. 

62. Design of Timber Floor Joists. TiinlxT floor joists are 
designed in the same manner as any other rectangular timber 
beam. Floor joists are usually 2 in. (nominal) in width, 
although 3-in. and oeeasionally 4-in. widths may be necessary 
for heavily loaded floors. The depths vary usually from 6 to 
14 in., in multiples of 2 in. The spacing of joists varies generally 
from 12 to 24 in., 16 in. being the most common spacing for 
residence construction. The maximum spacing is governed by 
the strength of the flooring which is supported by the joists 
and may be as much as 6 ft. or more in certain types of construc- 
tion where heavy plank flooring is used. In the design of floor 
joists, therefore, the load, the span, the spacing of joists, and 
the size of the joists are the significant factors. The spacing 
and the size of the joists are both variable; hence, one or the other 
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must be assumed in order to compute the other. Revision 
of the assumed variable must be made if the value of the com- 
puted variable is unreasonable or impractical. In general, it is 
necessary to design joists for deflection as well as for moment 
and shear. Transverse bracing in the form of bridging is 
generally placed at a maximum spacing of about 7 ft., as shown 
in Fig. 35. 



2^x2'' Diagonot! bridging 
(rx2"fbr joisis iess ihon lO^'deep) 

Fio. 35. 

Exavrvple. Longleaf yellow pine floor joists with a span of 14 ft.-O in. 
are spaced 18 in. center to center. Using the allowable unit stresses as 
given in Art. 13 and assuming that the deflection cannot exceed Heo «f the 
span, or 0.48 in., what size joists are required to support a total load (includ- 
ing the weight of the flooring and the weight of the joists) of 100 lb. per sq. 
ft.? 

Load per ft. = X 100 = 150 lb. 

M ^ HXlbOX 142 X 12 = 44,100 in.-lb. 

V = 150 X - 1050 lb. 

From equation (1), 

6 X 44,100 

hd^ (required) = fjQO — ~ 

If the nominal width is 2 in. (1^^ actual), the depth required is '\/l89/1.62 
= 10.8 in., and 2 X 12 joists (1^^ X 111^ actual) are satisfactory for 
moment. 

From equation (6), 

bd (required) = ^ 

With h = 1% in., d must be at least 13.1/1.62 = 8.1 in., and the 2 X 12 
joist which was necessary for moment is also adequate for shear. 

The theoretical deflection of the 2 X 12 joist is computed from the 
proper formula on page 193, as follows -.With / = ^2 X 1.62 X (11.5)® = 206 
in. ^ and W = 150 X 14 = 21001b., 

== ^ X 2100 X (14 X 12) 3 _ . 

384 X 1,600,000 X 206 
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This is less than the allowable value of 0.48 in. If it had been greater, a 
value of 0.48 could have been substituted for 6 in the foregoing equation, 
with the moment of inertia I as the unknown variable. The required 
value of I could then have been computed and the minimum depth d 
determined from the equation I = assuming that the width h would 

remain in. (actual). 

63. Investigation of Timber Floor Joists. Quite frequently 
it is necessary to determine the safe load that can be carried by 
an existing floor. In investigating the strength of the joists, 
(1) compute the resisting moment of one joist; (2) equate the 
resisting moment to the maximum external bending moment, 
expressed in terms of the unknown load and the known span, 
and solve the equation for the load that can be carried safely 
by the joists; (3) divide the load that can be carried by one joist 
by the floor area (square feet) supported by that joist to obtain 
the load per square foot of floor area; (4) compute the maximum 
total shear that can be carried by one joist; (5) divide the maxi- 
irium total shear by one-half the floor area supported by one joist, 
to obtain the load per square foot of floor area. If necessary, the 
investigation for deflection is carried out as explained in Art. 62. 

Example. What live load p('r square foot may be placed on a warehouse 
floor which has 4X12 longleaf yellow pine joists spaced 24 in. on centers? 
The span of the joists is li\ ft,-0 in. 

The allowable unit stress in bending is 1400 p.s.i., the allowable unit shear 
is 120 p.s.i., and E — 1,600,000 p.s.i. From equation (1), the resisting 
moment of one joist is 

M = 1400 X \ X S'^8 X = 112,000 in.* 

The maximum bending moment is 

717 = = !« X If' X 16 X 12 = 24 IF in.-lb. 

in which W = the total load on one joist, in pounds. 

Equating the bending and resisting moments, 241F == 112,000 from which 
IF = 4660 lb. 

The equivalent total load per square foot of floor area is then 
4660 

W = Y 6 ~ x 2 ^ 

From equation (6), the maximum allowable total shear is F = % X 120 
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X 3^ X 113^2 = 3340 lb., and 


The strength of the joist is governed, therefore, by its resistance to 
liending, and the safe load is 146 lb. per sq. ft. of floor area. The weight of 
one joist per linear foot, at 40 lb. per sq. ft., is approximately 


4 X 12 
144 


X 40 = 14 lb., 


which is equivalent to =7 lb. per sq. ft. of floor area. If the flooring 
weighs 6 lb. per sq. ft. (1-in. subfloor and 2*>3 2-in. hardwood finish floor), 
the total dead load is 13 lb. per sq. ft. The safe live load is then 146 — 13 
= 133 lb. per sq. ft. 

If deflection were an important consideration and if the maximum allow- 
able deflection were I3C0XI6XI2— 0.53 in., the following investigation 
would be necessary. The moment of inertia of the joist cross-section is 
^12 X 35^ X (11} 2)^ =460 in. The maximum actual deflection (page 193) 
is 


5XW X (16 X 12)3 
384 X 1,600,000 X 460 


0.0001 25 ir in. 


Equating the actual and the allowable deflections, 0.53 = 0.00012511" 
from which the maximum total load is W = 4240 lb. 

4240 

The load per square foot is then w = 0 = 133 lb. per sq. ft. Sinet' 

this is less than 146 lb. per sq. ft., the safe load would be governed by the 
deflection requirement, and the safe live load on the floor would be 133 — 14 
= 119 lb. per sq. ft. 


64. Design of Rolled Steel Beams. The design procedure foi- 
st eel beams is as follows: 


1. Compute the maximum bending moment M and the maximum total 
vertical shear V. 

2. Determine from equation (3«) the section modulus required, and 
select, from the St(*el Handbook, that shape which will furnish this section 
modulus with the least weight. The allowable unit stress on the extreme 
compressive fib('r is less than that on the extreme tensile fiber, because of the 
tendency of the compression flange to buckle sidewise, much as a long 
column does. This stress is based on the ratio between the unsupported 
length I of the compression flange and its overall width 6. The specifi- 
cations of the American Institute of Steel Construction (Art. 21) permit, 
for the compression flange, an allowable unit stress / (in pounds per scjuare 
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inch) of 

22,600 

/ = — (with maximum of 20,000) 

^ 18006* 

in which I = unsupported length of the compression flange, in inches. 
h = the width of that flange, in inches. 

Therefore, unless the compression flange is braced laterally throughout its 
length, the allowable unit stress to be used in equation (3a) is that specified 
for the compression flange. 

3. From equation (7), compute the maximum unit shearing stress on the 
web of the selected section to show that this is less than the allowable unit 
stress. As previously stated, for rolled sections with ordinary spans the 
shearing strength is usually not a governing factor. 

4. Compute the maximum theoretical deflection and compare with the 
allowable deflection, to determine whether or not the assumed section is 
adequate as far as deflection is concerned. 

Example. A steel beam with a span of 30 ft.-O in. carries a uniform live 
load of 2000 lb. per lin. ft. The top flange is supported laterally at the mid- 
point by transverse beams on either side. losing the spc'cifications of the 
American Institute of Steel Construction, what rolled section is required? 
Assume that the wc'ight of the beam is 90 lb. per ft. 

M ^ H X 2090 X 302 X 12 = 2,820,000 in.-lb. 


The allowabh' unit stress on the extreme tension fiber is 20,000 p.s.i. 
With / = 3^2 X 12 = 180 in. and 6 (assumed) = 7 in., l/h — = 25.7, 

and from the formula at the top of this page the allowable unit stress on the 
extreme compression fiber is 16,460 p.s.i. PVom equation (3a), the section 
modulus required is 


2,820,000 

16,460 


= 171 in.3 


From the Steel Handbook, a standard J-beam 24 in. deep, weighing 79.9 lb. 
per ft., with a flange width of 7 in. is satisfactory. (*Sf = 173.9 in. 3). The 
actual flange width is the same as the assumcMl width, and no revision of the 
allowable stress is necessary. The weight is sufficiently close to th(' assumed 
weight so that no revision of the bending moment is necessary. The 
revised total load per foot is 2080 lb., and the maximum shear is F = 2080 X 
3^2 = 31,200 lb. The thickness of the web is 0.5 in., and the unit shearing 
stress, from equation (7), is 


V 


31,200 
24 X 0.5 


== 2600 p.s.i. 


The allowable unit shearing stress (page 29) is 13,000 p.s.i. 
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A more economical design could be made by using one of the widc-flange 
beam sections. A 24 X 9 uide-flange section, weighing 24 lb. per ft., has a 
section modulus of 170.4 m.^ With a 9-m. flange width, l/h = 20, the allow- 
able unit stress is 18,410 p.s.i., and the section modulus required is 153 in.’ 
The saving in weight, as compared with the standard I-beam section, is 
5.9 lb. per ft., or 177 lb. per beam. 

For the wide-flaiige section, I = 2033.8 in.-*, W = 2074 X 30 = 62,200 
lb., and the maximum theoretical deflection is 

^ J_X 62 ,200 X 20 X 12) ‘ 

® 384 X 30,000,000 X 2033.8 “ 

The usual allowable deflection is Hgo X 30 X 12 = 1 in. 

66. Web Crippling of Rolled Steel Beams. When a steel 
beam rests on top of its support or when a concentrated load is 

Bearmgtengfh 

K— ^ some point in the span, th(' 

^ - ' I ezzr-^— web in the region of th(* support 

I I or undei the interior load acts 

Beotring knqfh-^lk i , . . 

^ as a column, and, as such, is 

I I likely to liuckle or be crippled 

I I by the reaction or load. The 

-- 1 I I [zriJrznZLk usual method of designing to 

prevent such a failure is to 
assume that the web acts as a column, with one dimen- 
sion of the cross-section of the assumed column equal to thc' 
thickness i of th(‘ web and the other dimension equal to 
slightly more than the bearing length. For interior loads the 
American Institute of Steel Construction specifications consider 
the latter dimension to lie e(|ual to the bearing length plus 
two times the distance A* (.see Fig. 36) from the outer face of the 
flange to the point where the fillet bet\Neen the web and thc 
flange joins the web (?.c., at the web toe of the fillet). For end 
reactions, this effective column dimension is specified as the 
bearing length plus k. The actual unit str(\ss//, on the assumed 
column is then equal to the concentrated load divided by the 
effective column area. The maximum allowable unit stress is 
24,000 p.s.i. 

The formulas for thc required length of bearing, JV, according 
to the foregoing analysis arc derived as follows: 


1 ^ — 1 

1 1 

Bearing kngfh-f-Zk ] 



r ^ 

1 

^ — 1 
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For an interior load P, 


= i{N^2k) = 

from which 

N (min.) = 2 ^^ - 2k 
For an end reaction R, 

= Kn^) ^ 

from which 


N (min.) == 


R 

24,000i 




In case the required length of bearing is not available, a beam 
with a thicker web should be used, or the thinner web should be 
stiffened by means of plates or vertical angles riveted or welded 
on cither side. 


Example. For the wide-flange beam used in the example in Art. 64 the 
web thickness is 0.430 in., /c = 1 iJi-> /? = F == 31,100 lb., and the required 
Itiiigth of bearing to prevent web crippling at each support is 


N = 


31,100 

24,000 X 0.430 


1.25 = 2.75 in. 


Actually, a bearing length of less than 4 in. is not considered satisfactory, 
and a 4>in. length would be used. 


66. Beam Bearing on Wall. If the beam in the preceding 
example w(^re to rest on a brick wall, for which the allowable unit 
bearing stress were 300 p.s.i., the bearing area required on the 
wall would be 31,100/300 = 103.7 sq. in. A plate would be 
required under the beam; the dimension parallel to the wall 
might be made 12 in., and the dimension parallel to the beam 
9 in., giving an area of 108 sq. in. 

The required thickness of the plate would be determined 
by treating the portion which projects beyond the edge of the 
flange of the beam as a cantilever beam. The length of the 


.•1 . 12-9 

cantilever is — jz — 


1.5 in., and the unit upward pressure is 
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31,100/108 = 288 p.s.i. Considering a plate 1 in. wide, the 
maximum moment in the cantilever is 

Af = H X 288 X (1.5)2 = 324 in.db. 

Since the cross-section of the cantilever is a rectangle 1 in. wide 
and t in. thick, equation (1) can be used to determine the required 
thickness. 

324 = 20,000 X HXlXt^ 
t = 0.31 in. 

A plate could be usc'd, but it would be better to use a 

j^-in. plate in order to obtain a more rigid bearing. 

Obviously, if the wall were not thick enough to accommodate 
the 9-in. plate width, a narrower plate would be chosen, with 
a correspondingly greater dimension ])arallel to the wall. If the 
wall wer(‘ of concrete with an allowable Ix'aring pressure of 
600 p.s.i., the bearing area required would be 51.8 s(|. in. Since 
the flange width is 9 in., the bearing length reejuired is 

51.8/9 = 5.8 in. 

No plate would be recpiired in this case; th(' beam would be 
made long enough to bear on the wall lor a length of about 
6 in. 

67. Beams with Inclined Loads. In all the preceding dis- 
cussions it has been assumed that the load is perpendicular to one 
of the princii)al gravity axes of the beam. If, as in Fig. 37, 
the load is not perpendicular to one of these axes, the usual 
procedure is to resolve it into two components normal and 
})arallel to axis 1-1. A beam section is assumed, th(‘ extreme 
fiber stress('s due to the two load components arc computed, and 
these are addcxl togethcT to determine the actual maximum fiber- 
stress. For the loads shown in Fig. 37, this maximum fiber 
stress will exist only on the fibers in the upper right-hand corner 
(maximum compression) and in the lower left-hand corner 
(maximum tension) of the cross-section. If the computed maxi- 
mum stress is greater than the allowable stress, a larger cross- 
section must be assumed and the investigation repeated. A 
typical example is given in the following article. 
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68. Design of a Timber Purlin. The beam in Fig. 37 is a purlin resting 
on the upper chord of a roof truss and supporting rafters spaced 2 ft.-O in. 
on centers. The normal component of the load on each rafter is 1100 lb., 
and the tangential component is 300 lb. The upper chord of the truss 
makes an angle d of 26°34' with the horizontal, and the trusses are spaced 
12 ft.-O in. on centers. Design the purlin, using Douglas fir, for which the 
allowable unit fiber stress is 1500 p.s.i. 

Assuming an 8 by 10 purlin, at 40 lb. per cu. ft. the weight of the purlin is 



8 X 10 

— r-.. - X 40 X 12 = 270 lb., thenor- 
144 

mal component is 270 X 0.8944 = 240 
lb., and the tangential component is 
270 X 0.4412 = 1201b. The moment 
Mn due to the normal weight com- 



Fi(, 38. 


])onent is X 240 X 12 X 12 - 4330 in.-lb., and the moment Mr due to 
the tangential component is X 120 X 12 X 12 — 2170 in.-lb. 

Assuming that one rafter is pla<*ed at the center of the spaT\ (see Fig. 38), 
the moment Mn due to the normal componcTits of the rafter loads is 


Mn =• 12^2 X 1100 X 6 - 1100(2 -f 4)112 = 119,000 in.-lb. 
Similarly, 

Mr = [212 X 300 X (5 - 300(2 + 4)112 = 32,400 in.-lb. 

The total 71 /a is 123,330 in.-lb., and the total Mr is 34,570 in.-lb. The 
maximum unit fiber stresvs due to 71/ (equation 1) is 


Similarly, 


_ 6 X m,330 
~ 7.5 X (9.5)2 


1090 p.s.i. 


^ 6 X 34,570 
9.5 X (7.5)2 


386 p.s.i. 


The total maximum fiber stress is then 1090 -f 386 = 1476 p.s.i., which is 
but slightly less than the allowable stress of 1500 p s.i. No revision of the 
assumed section is necessary. 
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If it were desired to design the purlin so that the deflection did not exceed 
a given amount (usually J360 the span), only the normal components 
of the rafter loads and the purlin weight would be used. To compensate 
for the fact that the modulus of elasticity of timber for long-continued 
loads is only about one-half of the usual value, the dead loads should be 
doubled in computing the effective total load on the purlin. Since the 
rafter loads are closely spaced, the deflection formula for uniform load 
could be used. One-half of a full rafter load should be considered as applied 
to each end of the purlin, so that the total load W in the deflection equation 
would include six full rafter loads (normal components only, with permanent 
parts of the load doubled) and two times the normal component of the 
weight of the purlin. 



CHAPTER V 


STRESSES IN TRUSSES 

ROOF TRUSSES 

69, T 3 rpes of Trusses. Several of the more common types of 
roof trusses are shown in Fig. 39. The distance between the 
centers of the supports is the span, and the distance from the 


IVeJb Members 



King Po5+ Belgian 


Fink Crescent 

Fig. 39. 

highest point (the peak) to the line on which the span is measured 
is the rise. The uppermost line of members extending from one 
support to the other, through the peak, is the upper chord; and 
the lowermost line of members is the lower chord. The diagonal 
and vertical elements which furnish the necessary bracing for 
the chords at the joints^ are the web members. 

The total load for which a roof truss must be designed con- 
sists of the weight of the truss, the weight of the roof covering, 
the probable weight of the snow, and the pressure of the wind. 
In addition, the truss may be called upon to support some special 
load, such as a suspended ceiling or floor or heavy machinery. 

^ The intersection of the center lines of the web members with the center 
lines of the chords. 
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The weight of the truss is usually divided equally between the 
panel points of the upper chord; for large trusses, however, a 
part of this load should be applied at the lower-chord panel 
points. 

The type of roof covering depends on the character of the 
building, whether monumental, public, residence, or mill. The 
most common materials used for sloping roofs are slate, tile, tin, 
and wooden shingles resting on 1-in. wooden sheathing or on a 
precast slab of gypsum or concrete supported directly on the 
purlins. The wooden sheathing is supported on rafters of 
fairly close spacing placed parallel to the upper chord, and these 



in turn are supported by purlins resting on the upper chords 
at the panel points. The purlins are either wooden beams or 
steel shapes. For mill and shop buildings, the roof covering 
usually consists of corrugated metal sheathing, with insulating 
material on the underside (see Fig. 40), supported directly on 
the purlins. For preliminary computations and estimates, the 
following values of the weights in pounds per square foot of roof 
surface will prove satisfactory: 


Tin shingles 

Wooden shingles 

Slates 

Tiles 

1-in. wooden sheathing . . 
Gypsum or concrete slabs 

Wooden rafters 

Wooden purlins 

Steel purlins 

Corrugated steel 


1 

2 

10 

10-20 

3 

10-25 

lH-3 

2 - 4 

3 - 5 
1-2 
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Example, Let it be required to determine the dead, snow, and wind 
panel loads for the wooden roof truss shown in t^ig. 41. The span of thd 
truss is 60 ft.-O in., the rise 15 ft.-O in., and the distance between adjacent 
trusses 12 ft.-O in. The roof covering consists of slates laid on 1-in. wooden 
sheathing supported on 2 X 6-in. rafters, 24 in. on centers; the rafters in 
turn are supported on 8 X 10-in. purlins resting on the upper chords at the 
panel points. 

From the second equation on page 51, the probable weight of the truss per 
square foot of horizontal covered surface is 

w = 0.5(1 + 0.1 X 60) = 3.5 lb. 

and the total weight of one truss 3.5 X 12 X 60 = 25201b. The proportion 
of the total weight assuiiKjd as concentrated at each intermediate upper- 



Fio. 41. 


chord panel point is JtS X 2520, or 420 lb. One-half of this amount, or 
210 lb., is assumed as acting at each end panel point. 

Kach intermediate panel point supports 11.18 X 12, or 134.0, sq. ft. of 
roof surface* and 10.0 X 12, or 120.0, sq. ft. of horizontal projciction of roof 
surface. The weight of 1-in. sheathing supported by each panel point is 
134.0 X 3 = 402 lb., and the weight of slate 134.0 X 10 — 1340 lb. Since 
each purlin, and therefore each panel point, supports or 6 rafters, the 
j)anel load due to the rafter weight, the weight of timber being assumed as 
2X6 

36 lb. per cu. ft., is 6 X ~J2~” ^ ^ ^ weight of one 

8 X 10 

purlin is — - X 12 X 3 = 240 lb. 

The angle of inclination of the roof surface is 26°34' (tan-^ ^Mo); and, 
from the table on page 61, the normal wind pressure is 22.3 lb. per sq. ft. 
The wind panel load is therefore 134.0 X 22.3, or 2990 lb. The snow 
panel load is (25 — 6) X 120.0, or 2280 lb. (see page 60). 

The total panel loads computed above, taken to the nearest 10 lb., are 
summarized in the following tabulation: 
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Lb. 

Slate 1340 

Sheathing 400 

Rafters 200 

Purlins 240 

Truss, per panel 426 

Total dead panel load 2600 

Snow panel load 2280 

Wind panel load 2990 


The end panel load in each case is one-half of the amounts shown above, and 
the wind panel load at the peak is one-half of the value computed for the 
intermediate panel points. 

70. Stresses Due to Vertical Loads. Stresses in roof trusses 
due to dead and snow loads may be computed analytically, or 
graphical methods may be used. For all trusses except those 
having a simple regular form with few web members, the latter 
method usually furnishes the readier solution. 

Graphical Analysis, The stresses in the truss of Fig. 41 due 
to dead and snow loads are to be determined graphically. The 
combined dead and snow panel load is 4880 lb. The diagram 
of the truss is repeated in Fig. 42. In this diagram, the trusses 
are lettered in the spaces between the members and the loads, 
and each member or load is designated by means of the letters 
in the adjoining spaces; t.e., the first vertical is EF^ the left 
lower chord member is ER, and the left reaction AR. 

For equilibrium, the external forces on the truss, consisting 
of the downward panel loads and the upward reactions, must 
form a closed force polygon. On account of the symmetry 
of the loads, both in amount and in position, each reaction equals 
one-half of the total downward load on the truss. Since the 
external forces are parallel, the sides of the force polygon lie in a 
straight line a . . . a'ra (Fig. 42), constructed by laying off 
the panel loads in regular order from left to right and the reac- 
tions equal to a'r and ra at the right and the left ends, respec- 
tively, point r being midway between a and a'. 

At the left support, the external forces AB and AR are held in 
equilibrium by the internal stresses in the members BE and 
ER. These four forces therefore form a closed force polygon. 
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The vertices of the force polygon are lettered with the lower- 
case letters corresponding to the capital letters of the truss' 
diagram. Through the point 6, a line be is drawn parallel to 
BE; through r, a line re is drawn parallel to RE. The lengths 
of the lines be and re, measured to the scale of the load line, give 



the magnitudes of the stresses in BE and RE, respectively. To 
determine the character of the stresses, it is necessary only to 
trace the forces around the polygon in regular order. For 
equilibrium, the forces must act in the same direction around the 
polygon. The reaction ra acts upward, and the load ah down- 
ward; hence, the stress be must act from b to e, and the stress er 
from 6 to r to close the polygon. Transferring these two direc- 
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tions to the truss diagram, the stress in BE acts downward toward 
the joint under consideration and the stress in ER acts away from 
this joint. BE is therefore in compression and ER in tension. 

The stress diagram is completed for the given truss by con- 
structing a force polygon for each of the remaining joints in 
regular order. Joint 3 must be considered before joint 4 in 
order to determine the stress in FG; otherwise, there would be 
three unknowns at joint 4, and the solution of this joint would 
be impossible. The complete stress diagram is shown in Fig. 42. 
When measured to the scale of the load line aa', each of the lines 
in this diagram represents the magnitude of the combined dead- 
and snow-load stress in the corresponding member of the truss. 

It is possible to determine the character of the stress in each 
member of the truss without reference to any other member or 
load and thus save considerable time in the stress determination. 
In Fig. 42, the loads and reactions were laid off on the load line 
in the order ABj BC ... A' Ry RA — clockwise around the truss. 
This is indicated by the circular arrow on the stress diagram. 
In passing around joint 3 in this same direction, the members 
and external load occur in the order BC, CG, GF, FE, EB. The 
force polygon for this joint is begfeb and must be followed in this 
same order, since the load be acts downward and is laid off from 
b io c. Hence, the stress in GF acts from g to f; when trans- 
ferred to the truss diagram, this direction is toward the joint, 
and GF is in compression. In like manner, the character of the 
stress in any member may be obtained without reference to any 
other. This method of det()rmining the character of the stresses 
as obtained from the stress diagram is known as the 'principle 
of the circular arro'w. 


Analytical Analysis, The net reaction at A is X 4880 = 12,200 lb. 
Applying the first two conditions of static equilibrium, z.c., xX = 0 and 
2/ = 0, and taking successive joints as free bodies, the stresses are 
determined as follows: 


At joint 1 . . 



33^4 

‘l5 

33.54 


+ 12,200 = 0 

X 27,300 = 0 


BE - -27,300 


30 


ER = +24,000 
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+27,300 X 3^|-, + C(? X ^ - F(? X 3^ - 4880 = 0 

30 30 30 

-27,300 X - C(? X - FG X = 0 


33.54 


15 


33.54 


= 0 


33.54 

FG = -5500 
CG = -21,800 

GH = H-2500 


At joint 4. .GH — 5500 X 

. 15 15 10 

+21,800 X + DK X - IIK X - 4880 


At joint 5 . . < 


^ -21,800 X^ 


33.54 

30 


33.54 

30 


14.14 


-2500 == 0 


33.54 ^ 33.54 


HK X = 0 


At joint 6.. +2 X 16,300 X 


15 

33.54 


- 4880 - KK' = 0 


14.14 
HK = -6900 

DK = -16,300 

KK' = +9700 


71. Reactions Due to Wind Loads. Since the wind pressure 
on sloping roofs act normal to the roof surface, the load line is 
not vertical, and the reactions are not equal. If both ends 
of the truss are anchored to the walls in such a manner that each 
wall furnishes resistance to a horizontal thrust, both reactions 
are inclined. Since there are four unknowns (amount and 
direction of each reaction) and only three equations available 
for the solution (SX = 0, SF = 0, and 'EM = 0), an assump- 
tion must be made as to the distribution of the horizontal thrust 
between the two reactions. One assumption often made is 
that the horizontal components of the two reactions are equal. 
Another assumption is that both reactions are parallel to the 
resultant wind loads on the truss. The latter assumption is as 
reasonably accurate as the former and permits of a somewhat 
easier graphical solution. 

In steel trusses, especially for the longer spans, provision is 
usually made for expansion and contraction by allowing one 
end to rest on rollers in such a manner that the truss is free to 
move horizontally at this end. In such cases, the reaction at the 
free end must be vertical, since no provision is made for resisting 
a horizontal pressure at this end. The entire horizontal com- 
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ponent of all the wind panel loads must be resisted by the other 
support, which is fixed rigidly to the wall in order to furnish the 
required horizontal resistance. The reaction at the fixed end 
will therefore be inclined at an angle, unknown until the com- 
plete analysis of the external forces is made. 

In steel trusses of shorter spans, the provision for expansion 
and contraction is made by merely allowing one end of the truss 
to rest freely on a steel plate securely fastened to the wall. 



Friction being neglected, the reaction at the free end in this type 
of construction will be vertical, as in the preceding type. 

Both Ends Fixed. Ordinarily the analytical solution for 
determining truss reactions is somewhat easier than the graphical 
solution and also more exact. The values of the reactions are 
determined by taking moments first about one reaction point 
and then about the other. The graphical solution, however, may 
prove more desirable if the lever arms of the given loads about 
the centers of moments are not easily obtained. 

The graphical solution for determining wind-load reactions for 
trusses with both ends fixed, each reaction being assumed parallel 
to the resultant wind load, is illustrated in Fig. 43. The truss 
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is that of Fig. 41, whose panel loads were computed on 
page 87. 

Considering the truss as a free body acted upon by the loads 
and reactions as shown, the load line ae is constructed by la 3 dng 
off the loads AB . . . DE in order. 

A convenient pole 0 is selected, and the rays Oa . , . Oe are 
drawn to the load line. The equilibrium polygon mripst is 
constructed for the pole 0 by drawing, on the truss diagram, 
lines parallel to the rays Si, S 2 • • . Ss in order. Each of these 
lines terminates on the lines of action of the wind panel loads 



corresponding to the loads on either side of the parallel ray in 
the force polygon — for example, line T 2 , which is parallel to the 
ray S 2 , is drawn from the line of action of AB to that of BC. 
This polygon may be commenced anywhere on the line of action 
of the force AB, Since the lines of action oi AB and AR coincide, 
the line of the equilibrium polygon which is parallel to the ray 
Si becomes a point. This explains the apparent omission of the 
parallel to Si from the construction. The line Or, parallel to 
the closing line mt of the equilibrium polygon, divides the load 
line into the required reactions, er representing the right reaction 
and ra the left reaction. The scale of the original drawing was 


94 


ELEMENTARY STRUCTURAL ENGINEERING 


100 lb. to the inch. Line er measured 2.80, and line ra 6.17 in. 
The right reaction is therefore 2800, and the left reaction 6170 lb. 

One End Free, With one end of the truss free to move hori- 
zontally, the reaction at the free end is vertical, and the entire 
horizontal component of the wind pressure is resisted at the 
fixed end. Since the wind pressure may be exerted in either 
direction and the stresses in the truss members must be deter- 
mined for each condition, the reactions for wind on the fixed 
side and on the free'side must alike be determined. In a truss 
with unbroken chords and equal panels, the vertical reaction may 
be obtained readily by the method of moments, the center of 
moments being the fixed end of the truss. With this reaction 
known, as well as the value of the resultant wind load, the con- 
struction of a force triangle determines the amount and direc- 
tion of the fixed reaction. 

A graphical method is illustrated in Fig. 44. Here, since the 
reaction at the right end is knovm -to be vertical, the equilibrium 
polygon is constructed betv een its vertical line of action and the 
inclined lines of action of the wind loads. Since the line of 
action of the reaction at A is unknown, the cqmhhrium polygon 
must he commenced at the point A, which is the only known point 
on the line of action of that reaction. The ray or in the force 
polygon, drawn parallel to the closing line mn of the equilibrium 
polygon, intersects a vertical through c and determines the 
amount and direction of the reaction AR and the amount of the 
reaction ER, 

72. Wind-load Stresses. The reactions being known, the 
wind-load stresses are determined by the application of the 
principle of the force polygon to each joint in succession, in a 
manner similar to that used for stresses due to vertical loads. A 
broken upper chord or an inclined lower chord or both do not 
materially complicate the internal stress d('termination. Figure 
45 shows the complete construction necessary for the determina- 
tion of the wind-load stresses in a truss of this type. In this 
truss, all the members are stressed by the wind, while in trusses 
similar to those of Fig. 44 the web members on the leeward 
side have no wind-load stresses. A check on the accuracy 
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of the construction of wind-load diagrams is that the last line 
drawn in the stress diagram must be parallel to the corresponding , 
member of the truss diagram. In Fig. 45, jr, connecting the 
points j and r previously located in the construction, must be 
parallel to the member JR in the truss diagram to show absolute 
accuracy of construction. 



73. Maximum Stresses. The greatest stress that occurs in 
any member of a roof truss is the algebraic sum of the individual 
stresses caused by the simultaneous action of the dead load, 
snow load, wind load, ceiling load, or special loads. Since the 
wind may come from either side, the character of the stress in 
any one member may be variable, so that a complete analysis 
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of any roof truss requires that the stresses due to the wind be 
determined for both conditions. 

It is generally assumed that full snow-load stresses are not 
likely to occur simultaneously with full wind-load stresses. The 
exact pitch of the roof has an effect on the proportion of snow- 
load stresses to be used with the full wind-load stresses. One- 
half of the snow-load stresses are commonly used in such a 
combination. 

The value of the' probable snow load, varying as it does in 
different latitudes, indicates that there are three possible combi- 
nations of loads that may produce the maximum stresses. These 
are: (1) dead load plus snow load; (2) dead load plus wind load; 
(3) dead load plus one-half snow load plus wind load.^ In the 
middle latitudes, combination (3) usually produces the maximum 
stresses. 


BRIDGE TRUSSES 

74. The Component Parts of a Bridge. A bridge usually con- 
sists of two parallel trusses or girders supporting the bridge 
floor or roadway. A railroad track may rest directly upon the 
upper chords of a pair of trusses or girders which are braced 
together to form a deck bridge. Where it becomes desirable or 
necessary to reduce the vertical distance from the bottom of the 
truss or girder to the top of rail, the trusses or girders are spread, 

^ In computing combinations (2) and (3) it is obviously ncciessary that the 
dead-load stresses and the snow-load stresses be determined separately 
instead of being combined as in Art. 70. Snow-load stresses can be com- 
puted from the dead-load stresses by multiplying the latter by the ratio of 
the snow panel load to the dead panel load. Or, if the combined stresses 
have been determined, as in Art. 70, the amount of stress caused by each 
of the two types of load can be obtained by multiplying the combined stress 
by the ratio of the panel load for one type to the sum of the panel loads for 
both types. P^or example, in Art. 70, the dead-load stress in BE is equal to 

2600 

-27,300 X = -14,5501b., 

and the snow-load stress is 

2280 

-27,300 X - -12,750 lb. 
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and the track is carried by a floor system at or near the lower 
chord panel points. This type is known as a through bridge,' 
since the traffic is through the bridge between the trusses rather 
than on top of them. Short-span highway bridges of the through 
type with trusses not deep enough to permit overhead bracing 
are known as pony truss bridges. 

An open floor system is one in which the ties rest directly upon 
longitudinal beams, known as stringers, supported by transverse 
floor beams connected to the trusses at the panel points. A solid 
floor system supports a ballasted track and consists of a con- 
crete slab or steel plates, supported by a series of transverse 



Fig. 46. 


beams resting on the chords of the trusses or by stringers and 
floor beams. The floor of a highway bridge is somewhat similar; 
usually a concrete slab either furnishes the roadway surface 
itself or supports wood-block, granite-block, brick, or some type 
of bituminous surfacing. In the usual cases, in both highway 
and railroad bridges, the loads are brought more or less directly 
to the stringers and transferred from them to the floor beams, 
which in turn deliver them to the trusses at the panel points. 

In addition to the bracing effect of the floor beams, a through 
bridge usually has its trusses braced together by upper and lower 
lateral bracing, portal bracing, and sway bracing (see Fig. 47). 
In a deck bridge, the portal and sway bracing are replaced by 
cross-frames which may extend the full depth of the trusses. A 
deck bridge is more economical for short spans, especially for 
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railroad bridges, for the trusses may be placed closer together, 
and a smaller amount of floor system and bracing is required. 

76. T 3 rpes of Truss. The two most common types of truss 
for ordinary spans are the Pratt truss, illustrated in Fig. 46, with 
vertical posts and tension diagonals sloping downward toward 
the center; and the Warren truss (see Fig. 48), with inclined 
compression and tension diagonals altering to form isosceles tri- 
angles with the chords. The Warren truss is often built with 
verticals added at the intersections of the diagonals and chords 
The Howe truss is used only where steel is difficult to obtain and 
then most generally for temporary structures. The verticals 
ar(' the only members where steel is required. 

The curved-chord Pratt, or ParkcT, truss is a common type for 
intermediate span lengths, whereas where it becomes necessary 
to subdivide the paiu'l, as mentioned above, the Baltimore or 
the Pettit (or Pennsylvania) type is used. As an alternative to 
subdivided panels, the K-truss offers a desirable form of a 
multiple- web system. It has comparatively low secondary 
stresses and is particularly well adapted for long riveted spans. 

The Whipple truss is in reality two Pratt trusses superimposed 
upon one another. The double triangular, or double Warren, 
and the lattice truss are other types of multiplc-web system. 
The indeterminate character of the stresses and the consequent 
uncertainty involved have resulted in the gradual abandonment 
of the last three types as desirable forms of construction, the 
simpler and more readily analyzed types having taken their 
place. 


DEAD-LOAD STRESSES IN BRIDGE TRUSSES 

76. Stresses in Web Members. Parallel Chords and Single- 
web Systems. In this type of truss, there are two classes of web 
members. The first and simplest class is illustrated by member 
Bh of Fig. 49. Such a member is known as a suspender or sub- 
vertical. From an inspection of the section MM, it is seen that 
the stress is dependent only upon, and is equal to, the load Pi. 

The other class of web member is illustrated by the member 
cD. Since the internal stresses in any section of a truss hold in 
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equilibrium the external forces on either side of the section, a 
summation of the forces acting on that portion of the truss 
to the left of the section NN determines the vertical component 
of the stress in the member cD, Taking that portion of the 



Fig. 49. 


truss as a free body, as shown in Fig. 50, with d as the acute 
angle between cD and a vertical. 

Hi — Pi — P 2 S cos 0 == 0 


But Ri — Pi — P 2 is the algebraic sum of all the external 
vertical forces on the left of the section and is the vertical shear 



Fiq. 60. 


in the section and may be designated as 
V. Therefore,^ 

F + COS 0 = 0 or F sec B 

From this it follows that for trusses with 
horizontal chords and single-web systems, 
the stress in any web member, other than 
subverticals, is equal to the vertical shear 


in the member multiplic'd by the secant of the angle which the 


member makes with the vertical. 


Inclined Chords and Single-web Systems. In trusses of this 
type, since the inclined chord has a vertical component, the 
method developed above cannot be used without modification, 
and the method of moments offers a simpler solution. 

Figure 51 represents a portion of a Parker truss. To deter- 
mine the stress in Bcj the section is cut as shown. The chord 


1 If the unknown stress is always assumed to act away from the section 
under consideration, a positive result indicates a tensile stress and a negative 
result a compressive stress. 
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BC produced intersects the chord be produced at the point 0, 
which is therefore the center of moments for the member Be. 
The lever arm is Om, the perpendicular distance from 0 to Be 



produced. From the similar triangles Omc and 


Om 


Oe X Bb 
Be 


With the net reaction at a, and the panel loads at B and b known, 
taking moments about 0, 

Sbc X Om — K X Oa + Pi X 06 = 0 

from which the stress in Be may be determined. Although 
there is no difficulty involved in this method, it can be somewhat 



simplified by determining first the vertical component of the 
diagonal and from it the stress. The lever arm is then the same 
as that for the adjacent vertical and often a multiple of the 
panel length. In Fig. 52 consider the unknown stress in Be 
resolved into two components applied at c, one horizontal 
and the other vertical Pcv. The line of action of the horizontal 
component passes through the center of moments 0. Taking 
moments about 0, as before, 

Bev X Oe - R X Oa + Pi X Ob = 0 



102 


ELEMENTARY .STRUCTURAL ENGINEERING 


from which Bcv may bo determined. The actual stress in Be is 
Bcv multiplied by the secant of the angle that Be makes with 
the vertical. The stresses in verticals, such as Cc, are determined 
in a manner similar to that used for the diagonals, except that 
the stress is determined directly, since there is no horizontal 
component to be considered. 

77. Stresses in Chord Members. Chord stresses in simple 

trusses may always be obtained by 
the application of the principle of 
moments. For example, in Fig. 49, 
in section NN, the stress in the 
chord BD may be detoi*mined by 
taking the cent(T of moments at c, 
the intersection of the other members 
cut by the section NN^ and solving the equation of moments for 
all the forces on one side of the section; i.c., jKi X 2p — Pi X p 


rv 


t--* 

(a) 



- BD X d = 0. 

For trusses with parallel chords, the stress(\s may be deter- 
mined more readily by the resolution of forces. In Fig. 53a, 
which represents the left end of the truss of Phg. 49, the stress(\s 
in aB and ah are in equilibrium with the reaction R. A sum- 
mation of horizontal components gives 

— aP sin ^ + a5 = 0; and since aB — V 
sec B, ah — +V tan 6. By inspection, 
ah = be; and in Fig. 536, the summa- 
tion of horizontal forces gives BD 
+ Be vsin B he — 0 or BD = —{ah 
+ Be tan B). In a similar manner, by 
passing successive sections, the stress 
in each chord member may be determined by adding the hori- 
zontal stress component {V tan B) of the diagonal eui by the 
section to the chord stress previously obtained. 

In trusses with inclined chords, the stress in the inclined chord 
may be determined by resolving it into its horizontal and vertical 
components where its line of action cuts a vertical plane through 
the center of moments. For example, in Fig. 54, with the center 


3Cy 
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r . . -^X2p+PiXp , 

of moments at c, BCa = jr- The stresses in' 

distance Cc 

the horizontal chords are determined directly by similar analysis. 


78. Examples. The Pratt Trues. In the Pratt truss of Fig. 55, the weight 
of the track is assumed as 500 lb. per ft. of bridge. From the equation on 
page 52 for Cooper’s J^-60 loading, ii? = 2(2 X 150 + 5 X 60) = 1200 lb. 



The upper panel load is takt n as H(25 X 1200) =* 10.0 kips, and the lower 
panel load as ^i(25 X 1200) 250 X 25 = 26.2 kips. 

Sec 9 = (\/25* + 30*) -5- 30 = 1.30, and tan 0 = 25 -r 30 = 0.83. 


Web Stresses 


Member 

Shear 

Stress 

aB 

90 5 

-117 7 

Be 

54 3 

+ 70 6 

Cc 

28 1 

- 28 1 

Cd 

18 1 

f 23 5 

Bh 


+ 26 2 

Dd 


- 10 0 


Chord Stresses 























The Parker Truss. Figure 56 shows all the essential computations for the 
dead-load stresses in a truss of this type. The numbers on the truss diagram 
are the lengths of the members in feet. 
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LIVE-LOAD STRESSES IN BRIDGE TRUSSES 

79. Uniform Live-load Stresses. Trusses with Horizontal 
Chords, The general effect on a bridge structure produced by a 
live or moving load is the same whether the load is considered as 
uniform or as a system of concentrated loads. The former type 
presents fewer complications to the beginner and furnishes an 
approach to the apparently more exact method of calculation. 
It seems advisable, therefore, to consider, first, bridge trusses 
under uniform live loads. 

A uniform load per linear foot is selected of such an amount 
as will produce stresses in the truss members about equal to the 
stresses that would be produced by the actual wheel loads. 
This uniform load per foot is multiplied by the panel length to 
give the equivalent load per panel. It is then assumed that this 
panel load may be applied at any number of consecutive panel 
points of the truss. 

The value of the uniform load selected to replace a series of 
wheel concentrations varies with the span of the bridge and the 
shear and moment calculations. Numerous charts have been 
prepared for the selection of equivalent uniform loads, one of 
the best appearing in Vol. 86, page 606, of the Transactions of 
the American Society of Civil Engineers. An approximate value 
may be obtained by dividing the sum of the wheel loads by the 
span of the bridge. The position of the uniform load for maxi- 
mum chord stresses is obvious; for since a load at any point on 
the span produces a positive moment, the whole span should be 
loaded for maximum moments, from which maximum chord 
stresses are obtained. 

For web members, the conventional method of calculation 
of the stresses due to uniform load is to assume all panel points 
on one side of the panel cut by the section through the member 
fully loaded, while no load is considered on the other side. The 
maximum positive and maximum negative shears are obtained 
under these two possible loadings. For instance, in Fig. 57, if all 
panel points to the right of the section are loaded with a load P, 
moments being taken about the right support, the reaction at a 
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is 15P/8, and, since there is no load between a and the section, 
the shear in the section is 15P/8. If a load were added at c, the 
reaction would become but the shear in the section would 

be — ^^P = which is less than the value obtained 

with only the panel points to the right of the section loaded. 
It follows, therefore, that the largest positive shear occurs 
when the live load extends from the section to the right support 
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Fig. 57. 


and the largest negative shear when the live load extends from 
the section to the left support. The maximum positive shear 
produces the greatest stress of the same character as the dead-load 
stress. The resulting stress is therefore callc^d the maximum 
live-load stress. The maximum negative shear produces the 
greatest stress of opposite character to the dead-load stress, and 
the resulting stress is called the minimum live-load stress. The 
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Fig. 58. 


minimum live-load stress neutralizes some of the dead-load 
stress, and if it is greater than the dead-load stress the resultant 
stress in the member will change character as the live load crosses 
the structure, requiring then that the member be designed for 
both types of stress, tension and compression. 

Example, The stresses in the Pratt truss of Fig. 58 are to be obtained 
for a uniform live load of 3775 lb. per ft. of truss. The panel load is 3775 X 
25 = 94 kips. Sec 6 = 1.30, tan 6 = 0.83. 
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Stresses in Web Members 


Web 

member 

1 

Panel points 
loaded for 
maximum 
stress 1 

Shear 

1 

Stress 

Panel points 
loaded for 
minimum 

stress 

Shear j 

Stress 

aB 

b, c, d, e, f 

235.5 

-305.5 

0 

0 

0 

Bb 

b 


+ 94.0 

0 


0 

Be 

c, d, e, f 

156.7 

+203.7 

h 

-15.7 

-20.4 

Cc 

d,e,f 

94.0 

- 94.0 

h, c 

-47.0 

+47.0 

Cd 

d, e,f 

94.0 

+122.2 

by c 

-47.0 

-61.1 

Dd 

0 


0 

0 


0 


Live-load Stresses in Chord Members 


Diagonal 

Shear 

Horizontal 

component 

Stress 

Chord 

aB 

235 i 

195.8 

+ 195.8 

ah = be 

Be 

141 

117.5 

+313.3 

BCy ed 

Cd 

47 

39.2 

-352.5 

CD 


80, Uniform Live-load Stresses. Trusses with Inclined Chords. 
In general, the same conditions of loading are applied to trusses 
with inclined chords to obtain the maximum and minimum 
stresses as were used for trusses with horizontal chords. As in 
the dead-load stress calculation, the method of moments is used. 

As an example l(*t the truss whose dead-load stresses were computed in 
Art. 78 be taken, with a live panel load of 98 kips (Pig. 59). 


With live load on every panel point of the truss, the left reaction is. . . 294 

98 

With 5 panel loads from the right, Rl = “^(1 + 2-1-3 + 4+5)... 210 

With 4 loads 140 

With 3 loads 84 

With 2 loads 42 

With 1 load 14 


The stresses in the web members on the right of the center are computed 
with the load brought on from the right. The values thus obtained corre- 
spond to the stresses in the symmetrical members with the load brought on 
from the left. Note that the left reaction is used for all computations, but 
that for members to the right of the center, the center of moments is on the 
right of the truss. 
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The two diagonals in the center panel are to be designed to resist either 
tension or compression, and it is sufficiently accurate to assume that, 
under all loading conditions, each will resist one-half of the shear in the 
panel, one diagonal being in tension and the other in compression. 



aB = —294 X ~2i~ “ —424.2 kips, and Bh *= +98.0 kips. 

BC produced intersects the lower chord produced 3 panel lengths to the 
left of a. With this intersection as the center of moments and the live load 
extending from c to /i. 


Be 


210 X 3 X 25 _ 34.63 
5 X 25 ^24 


+181.6 kips 


The center of moments for Cc is the same as for Be, but the load extends 

only from d to h. 



Cc = - 


140 X 3 X 25 
5 X 25 


—84.0 kips 


CD produced intersects the lower 
chord produced 13 panel lengths to the 
left of a. With this intersection as the 
center of moments and the load ex- 
tending from d to hj 


Cd 


140 X 13 X 25 39.05 

16 X 25 ^ 30 


+148.1 kips 


In the center panel the maximum shear occurs with the panel points e, /, 
and g loaded and has a value of 84 kips. Under the assumed conditions of 
equally divided shear 


De 


84 X 40.61 1 

32 ^2 


+53.3 kips 


Since, with any unsymmetrical live loading, both of the center diagonals 
are stressed, it is impossible to cut a section through the member Dd 
without also cutting a diagonal. The section shown in Fig. 60 offers as 
little difficulty as any; and, with the center of moments the same as for Cd 
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and the panel points e, and g loaded, 


Dd 


42 X 16 X 26 - 84 X 13 X 25' 
16 X 25 


—26.3 kips 


The maximum tension in Dd is obtained by computing that for the 
symmetrical member Ee. Here again, a diagonal must also be cut by the 



section, and the section of Fig. 61 may be used with the center of moments 
13 panel lengths to the right of h and the loading the same as for Dd. 


^ 84 X 20 X 25 - 42 X 16 X 25 

Ee = 

16 X 25 


+63.0 kips 


The maximum stresses in cF, F/, and /(?, computed in order to furnish the 
minimum stresses for the symmetrical members, Cd, Ccy and Be, respec- 
tively, are all obtained by taking the center of moments on the right side 
of the truss and are 


and 


cF = - 


42 X 20 X 25 




16 X 25 
42 X 10 X 25 
5 X 25 


39.05 

X gQ - —68.3 kips 

+84.0 kips 


fG = - 


14 X 10 X 25 34.63 


5 X 25 


X 


24 


—40.4 kips 


The maximum and minimum stresses due to dead and live load are as 
follows : 


Member 

Dead-load 

stress 

Maximum 

live-load 

stress 

Minimum 

live-load 

stress 

Maximum 

Minimum 

aB 

-173.2 

-424.2 

0 

-597.4 

-173,2 

Bh 

+ 30.0 

+ 98.0 

0 

+ 128.0 

+ 30,0 

Be 

+ 57.0 

+ 181.8 

-40.4 

+238.8 

+ 16.6 

Cc 

- 10.0 

- 84.0 

+84.0 

- 94.0 

+ 74.0 

Cd 

+ 32.6 

+ 148.1 

-68.3 

+180.7 

- 35,7 

Dd 

+ 6.0 

+ 63,0 

-26.3 

+ 68.0 

- 21,3 

De 1 

0 

+ 53,3 

-53.3 



+ 53.3 

- 53,3 
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Since the maximum chord stresses are obtained with live load at every 
panel point, the live-load stresses bear the same relation to the dead-load 
stresses as the live panel load to the dead panel load. In this case the two 
panel loads are 98 kips and 40 kips, respectively, so that the stresses in the 
chords due to live load are of the dead-load stresses. 

81. Concentrated Live-load Stresses. The live-load stresses 
may be computed with more accuracy if the exact position of 
each load is considered. In a system of loads such as Cooper\s, 
as shown in Fig. 27, whenever the wheels are so placed that a 
maximum stress is produced, each individual load has a definite 
position on the span and its contribution to the stress being 
computed can be determined. It is possible to develop criteria 
that can easily be solved, which will indicate the exact position 
of any system of loads producing the maximum stress in any 
member.^ It is beyond the scope of this book to carry out such a 
development. It will be sufficient to realize that for web 
members a load is always placed at the right end of the panel 
cut by the imaginary section through the member whose stress 
is to be determined and that the length of load in the panel 
bears about the same relation to the panel length as the length 
of load on the bridge bears to the span of the bridge. With 
locomotive loadings one of the heavy driving wheel loads is 
always placed at the right-hand end of the panel. For chord 
members the span should normally be fully loaded, but the influ- 
ence of the heavy driving wheels causes the position for maximum 
chord stresses to be slightly different, resulting in the first wheel 
load being some distance from the end of the span. 

In the truss of Fir. 62, the maximum live-load stress in the member Cd 
due to Cooper's E-70 loading is desired. With wheel 3 (see table on page 57) 
placed at d, wheels 1, 2, and 3 are in the panel cd and distribute their load 
to the truss through the stringers and floor beams at panel points c and d. 
The moment of wheels 1 and 2 about 3 equals the moment of I and 2 about 
the panel point d and is 58 kip-ft. Therefore, the stringer reaction at c is 
58 25 = 2.32 kips. The distance from panel point d to the right support 

IS 75 ft., and the distance from wheel I to the right support is 88 ft. In the 
table the moments of wheels 1 to 14 about wheel 15 is given as 2704 kip-ft. 

^ Such criteria are developed in the author's ^‘Stresses in Simple Struc- 
tures." 
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Therefore the left reaction of the truss is 2704 150 = 18.03 kips. The 

shear in the panel cd is the left reaction minus any loads transferred to the 
truss to the left of a section cut through the panel and is 

18.03 - 2.32 = 15.71 kips. 

This value is for Cooper^s E-IO loading. For E-70 it is 7 X 15.71 = 109.97 
kips, and, since sec 6 = 1.30, the stress is 109.97 X 1.30 = 143.0 kips. 

In the truss of Fig. 02 th(‘ maximum live-load stresses in members Bb and 
BC due to the 7/20 loading (see page 53) are desired. It will be considered 
that the bridge has a two-laiic width so that each truss will sustain the load 
at one line of trucks. 



The stress in the member Bh depends only upon the loads in the panels 
ab and be. The distance ac is 50 ft. which is less than 60 ft. so that the truck 
loading will be used. With the rear wheel placed at 6, the load at that 
point is 32 -f (11 X 8) 25 = 35.5 kips, which is the stress in member Bb, 

The stress in th(' member B(^ depends upon the moment at the point c. 
This is maximum when th(‘ 18,000-lb. load is placed at c and the remainder 
of the span loaded with the uniform load of 640 lb. per ft. of lane. With 
this loading the left reaction is 

(18 X 100 + 0,64 X 150 X 75) 4- 150 = 60 kips, 

the moment at c = 60 X 50 — 0.64 X 50 X 25 = 2200 kip-ft., and the 
stress m BC — 2200 30 = 73.3 kips. 

82. Maximum Stresses. The maximum stresses for which 
the bridge is designed are the sum of the dead-load, live-load, and 
impact stresses. The latter are obtained by using the formulas 
given in Art. 49 for the class of bridge under consideration. 
Ill simple trusses the additional stresses due to the lateral forces 
rarely control the design of the main members; for when they are 
added to the three stresses mentioned above, all specifications 
allow an increase in the working unit stresses. 

It is important that minimum live-load stresses (see Art. 79) be 
com])uted in order to determine whether a reversal in stress may 
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be expected as the live load moves across the structure. If, 
for any member, the algebraic sum of the dead-load, minimum 
live-load, and impact stresses is of opposite sign to the sum of 
the dead-load, maximum live-load, and impact stresses, a reversal 
of stress is apparent in that member, and it must be designed for 
both of the resulting stresses. 



CHAPTER VI 


DESIGN OF TENSION AND COMPRESSION MEMBERS 


83. Tension Members of Timber. Structural members whose 
main stress is tension are not constructed of timber, unless the 
structure must of necessity be wholly of wood. Where possible 
a combination of steel bars for tension with timber members 


for compression makes a more economical design. However, 


very often the lower chords and the 
tension web members of trusses are con- 
structed of timber. 

If a piece of timber such as is shown 
in Fig. 63 is subjected to a tensile force, 
barring imperfections, final failure will 
occur at the section BB because of the 
smaller amount of material there. A 
section such as BB is known as the 
net section, the critical section for tensile 
stress. In the design of tension mem- 



bers the net section of area required is 


Fio. 63. 


determined by dividing the total stress in the member by the 


allowable unit stress. 


Tension members of timber trusses are often built up of 2- or 
3-in. planks, held together by various types of connectors, but 
in such cases as well as for single sticks the net section is usually 
found in the joints, where the member is connected to the other 
members of the truss. The details of such joints will be explained 
in the next chapter. 

84. Tension Members of Steel. Tension members of steel 


may be divided into three general classes: (1) eye bars; (2) square 
or round bars; (3) sections made up of a single elementary 
structural shape or a group of such shapes fastened together so 
as to act as a unit. 
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Eye bars are used mainly for the tension members of pin- 
connected truss bridges. They are made by first upsetting, in 
a die, each end of a bar of rectangular cross-section to an approxi- 
mately round shape, and then boring holes of the proper size 
in these enlarged ends, the distance center to center of holes 
being as required in the finished structure (Fig. 64a). The 
heads are made of the same thickness as the rest of the bar and 
of a width sufficient to prevent failure at the ends. The tensile 
stress is transmitted from the eye bar to the other members 
of the structure by means of a pin which passers through the eye 
in the bar and through holes in the other members. The dimen- 



sions of standard eye bars are given in tlie handbooks of the steel 
manufacturers. 

Square or round bars are sometimes made suitable for use as 
tension members in unimportant structur(‘s by bending each end 
of the bar back upon the bar and welding it to form a loop 
(Fig. 646). The loops are made stronger than the' main body 
of the bar, so that final failure will occur at the weakest point 
between the loops. The tensile stress is transmitted from the 
loop bar in a manner similar to that in the eye bar. 

Round bars are also prepared for use as tension members by 
threading the ends and attaching nuts on the threaded ends 
after the bar is in its proper place in the structure. The bar 
may be threaded on the normal ends, or the ends may first be 
upset so as to form a larger cross-section into which the threads 
are cut. In the former case failure will occur near the ends of 
the bar, owing to the smaller effective cross-section there, 
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whereas in the latter case failure will occur at the weakest point, 
between the threaded ends, provided the amount of upset is 
sufficient to give a cross-section at the root of the thread greater 
than that of the main body of the bar. 

Plates arc sometimes used for small tension members, but 
their tendency toward vibration renders them generally less 
desirable than single angles or channels. They are, however, 
quite satisfactory in small riveted structures which are com- 
paratively free from vibration. 




Single angles are stiffer than plates, but the difficulty of 
arranging the end connections, so as to prevent eccentricity of 
stress and bending in the angle, limits their use to small and 
unimportant members. Single channels are more satisfactory 
in this respect than single angles, and they can be used for larger 
members; but the undesirable eccentricity still exists to a certain 
extent. 

Built-up sections, consisting of two or more angles or channels, 
or of a combination of angles and plates or channels and plates, 
are used for the tension members of the larger riveted structures 
and for some of the members of the pin-connected structures. 
In such members, most of the metal should be concentrated in 
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plates parallel to the plane of the truss so as to make the trans- 
mission of stress at the joint connections as direct as practicable. 
Some of the more common sections of built-up tension members 
are shown in Fig. 65. 

’ The individual members comprising a riveted steel structure 
are joined together by means of connection or gusset plates, and 
the stress in one member is transmitted through the gusset 
plates to the other members by means of rivets, as shown in 
Fig. 66. The connection plates at the joints for the cross- 
sections showm in Fig. 65 are indicated by the heavy dotted 
lines, and the tie plates which are used at intervals to prevent 



vibration of the individual elements are indicated by the light 
dotted lines. The sections c, d, e of Fig. 65 can be used in pin- 
connected trusses as well as in riveted trusses, the pin in each 
case passing through the webs of the members. 

The Net Section, The strength of a tension member is depend- 
ent upon the net cross-sectional area of the member. The net 
section of a member which is riveted to connection plates at its 
ends is usually a section which passes through the holes for the 
rivets connecting the member to the plates. In general it 
might be concluded that the weakest section of an ordinary 
tension member is a cross-section through the largest number of 
rivet holes. There are several modifications of this general 
rule which are made necessary by the various special arrange- 
ments of the members and the rivets connecting these members. 



DESIGN OF TENSION AND COMPRESSION MEMBERS 117 


The net section of member 3 (Fig. 66) is equal to the gros^ 
section of the two angles minus the area which is removed from 
the cross-scction by two rivet holes, one in each angle. This 
latter area for each angle is a rectangle, one side of which is 
equal to the thickness of the angle and the other side equal to 
the effective diameter of the rivet hole. The diameter of the 
hole as made is usually in. greater than the nominal diameter 
of the rivet, in order to allow for placing of the heated rivet in 
the hole. Since, however, during the punching process the fibers 
around the hole are torn to some extent by the punch, most 
specifications require that the effective diameter of the hole be 



taken as in. greater than the nominal diameter of the rivet in 
computing the net section. 

In member 1, which has rivets in two gage lines, final failure 
may occur along the line A Ay or along the line AC, depending 
upon the distance in the line of stress between the two rivets 
cut by the line AC. Figure 67 shows one of the angles of member 
1, with the two legs bent to the same plane. In order that the 
two sections A A and AC may have equal strength, the distance 
between the two rivets, measured in the line of stress, (the pitch) 
must be of such an amount as to make the length of minus 
the effective diameter of two rivet holes equal to the length of 
A A minus the effective diameter of one rivet hole. Let the 
effective diameter of one rivet hole be d {i.e,, d = diameter of 
rivet plus in.). Then, for equal strength, 

. d d 

y + 2~2 


must equal — d 



118 


ELKMENTAHY STHfWTUHAL ENGINEERING 


Equating and solving for a*, 

X = \^2yd + 

If the actual pitch of the rivets, a*, is greater than the value 
obtained from the above equation, probable failure may be 
assumed along the line AA, and vice versa. 

The American Institute of Steel Construction specifies that, 
in the case of a chain of holes extending across a part in any 
diagonal or zigzag line, the net width of the part shall b(' obtained 
by deducting from the gross width the sum of the diamet(»rs of 



all the holes in the chain, and adding, for each gage space in 
the chain, the quantity S‘^/4:g, where 

S = longitudinal spacing (pitch), in incln^s, of any two suc(‘es- 
sive holes (corresponding to x in Fig. (37). 
g = transverse spacing (gage), in in(*.hes, of the same two 
holes (corresi)onding to y in Fig. 67). 

Applying this specification to the nw^mber shown in Fig. 68, 


Cross-section of two angles = 2 X 4.75 = 9.50 sq. in. 

Area deducted for two 1-in. holes each angle (one 

in section A, one in section B) = 2(2 X 1 X 2 ) = 2.00 sq. in. 

7.50 sq. in. 


32 

4^ 4 X 2}i 


= 1.00 sq. in. 
Net section = 8.50 sq. in. 


This value is the same as if the section A-A alone were con- 
sidered. If the pitch in this case w(ir(' gr('i\ter than 3 in., sec- 
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tion A- A would be the eritical net section; if the pitch were less 
than 3 in., the net section as determined above would govern. 

The specifications of the American Railway Engineering 
Association require that for a single angle in tension, connected 



Fiq. 69 . 


by one leg only, the net section in tension be taken as the net 
area of the connected leg plus 50 per cent of the area of the 
unconnected leg. Since the distribution of stress throughout 
the cross-section of an angle connected by one leg only is not 



uniform, this specification has been written to prevent the 
overstressing of the connected leg. Applying this specification 
to the angle shown in Fig. 69 the net section is 

(4 - 1) X M M X 3% X % = 2.93 sq. in. 
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struction. 


85. Examples. In all the following problems the strength of the con- 
nection at each end of a member is assumed greater than the strength of the 
member itself. The elements of all sections used are taken from the 1939 
edition of “Steel Construction “ of the American Institute of Steel Con- 
The working unit stress in tension is 20,000 p.s.i. (see Chap. II). 

1. How much ten ile stress can be sup- 
ported safely by the single angle of Fig. 
70? 

The effective net section of the angle is 

(3 - %) X }4 + }i{2K X K) 

- 0.81 sq. in. 

The safe tensile stress is 0.81 X 20,000 = 
16,200 lb. 

2. What tensile stress may be transmit- 
ted by the two angles shown in Fig. 71? 

Gross section of two angles — 2 X 3.42 
= 6.84 sq. in. 

Area deducted for two 

rivet holes in each 
angle 2(2 X X %) 



§1 


4 X 2}i 


1 .31 sq. in. 
5.53 sq. in. 

0^31 sq. in. 
5 . 84 sq. in. 


The safe tensile stress is 5.84 X 20,000 = 
116,800 lb. 

3. The angles of Fig. 72 are to transmit a tensile stress of 72,000 lb. The 
size of each angle is 3J^ X 3 in. Determine the required thickness. 



Fig. 72. 


The net section required is 

72,000 „ 

aaoOO “3.60 sq.m. 

Assuming two 3^ X 3 X angles, the gross area = 2 X 2.30 « 4.60 sq. 
in. The net area = 4.60 — 2 X % X % =* 3.94 sq. in. A pair of angles 
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in, ia thickness furnish a net section of only 3.31 sq. in.; therefore, a 
thickness of % in. is adopted. 

4. The built-up member of Fig. 73 is to sustain a tensile stress of 690,000 
lb. The size of the angles, the width of the plates, and the arrangement of 
the rivets are shown in the figure. The spacing of the rivets along the mem- 
ber in the joint is 4 in. What is the required thickness of the plates? 

The net section required is 


690.000 

20.000 


34.5 sq. in. 


In the net section A- A, allowance must be made for four rivet holes in each 
plate and one in each angle. The gross area of each angle is 3.75 sq. in., and 



the net area of four angles is 4(3.75 — 1 X M) == 13.0 sq. in. This leaves 
34.5 — 13.0 = 21.5 sq. m. to be furnished by the plates. The net depth of 
each plate is 20 — 4 X 1 =16 in. Therefore, the required thickness of 
each plate is 21.5 4- (2 X 16) = 0.67 = in. 


86. Tension Members of Concrete. Since concrete has so 
little strength in direct tension, tension members of concrete are 
not good design. Where apparently such members exist, they 
are usually structural steel shapes or steel bars encased in 
concrete. In such cases they are designed in the same manner 
as steel tension members, the concrete being merely a protective 
covering. 

COMPRESSION MEMBERS 

87. Rankine’s Formula. The compression members or col- 
umns usually employed in engineering practice fail under stresses 
caused by combined flexure and compression. The ultimate 



122 


ELEMENTARY STRUCTURAL ENGINEERING 


unit stress for these members is less than that for short prisms. 
When such a member is perfectly straight, an axial load produces 
the same unit stress on all parts of the section. When any 
bending occurs, due to imperfections of the material or lack of 
straightness, the unit stress on the concave side becomes greater 
than that on the convex side. Figure 74a shows the flexure 
exaggerated, and Fig. 74rf shows the distribution of stress on a 
cross-section at the middle of the column, since it is clear that 


P 



P 

(a) 


Fig. 74 . 

the flexure formula (s(‘e Art. 55) will apply in cases of lateral 
bending. 

The following notation will be used: 

/' s= ultimate unit strength in compression. 

fi = average unit stress due to direct compression. 

/2 == maximum unit stress due to flexure. 

/ = maximum allowable unit stress in compression. 

A = area of cross-section. 

I = least moment of inertia of cross-section. 

R == least radius of gyration of cross-section. 

I unsupported length of column. 
c » distance from gravity axis of column to extreme fiber, 

P « load on the column. 
d Bs maximum lateral deflection of column. 
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From the notation given above and from Fig. 74d it is seen 
that failure will occur when /i + /2 = Since /i = P/A and 
/2 = Afc/J, the ultimate unit stress at failure is 



(a) 


Figure 74a shows a column fixed at both ends and supporting 
a load P. Due to the lateral bending a moment is produced in 
the column which tends to produce tension in the left-hand side 
of the column at the ends and compression on that side at the 
center. The reverse is true of the right-hand side. This shows 
that the moment changes in character or passes through a zero 
value. The points at which zero moment occurs are called the 
points of inflection, and they are located at a distance of Z/4 
from each end of the column. Figure 74Z) shows the length 
of the column between the points of inflection. Since the 
moment is zero at the ends of this section, the greatest moment 
developed is at the point of maximum lateral bending which is 
at the center of the column. Figure 74c represents the axis 
of the cent('r portion of the column, and the maximum bending 
moment is Pd. 

Substituting Pd for ikf. 



Q>) 


If aeg is considered to be a circular arc of radius p, then from 
similar triangles p = l^/S2d] and since^ M == EI/p =/ 2 //c, it 


follows that cd = P 



At failure the quantity / 2 / 32 P is 


a constant for any material. Let this constant be known as C. 
Then, 


/' = 


P.PCP 

I 


and substituting AR^ for I 


r 



' See Art. 134. 
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or 


P 

A 


r 


l+C 


JL 


If / be Bubstitutcd for the equation becomes 

/ 


P 

A 


n 

1 + 


( 1 ) 


and is now in usable form for design purposes for various slender- 
ness ratios (l/r) provided that C is known. As C depends upon 
the stress due to flexure at failure and the modulus of elasticity 
of the material, an approximate value of C is easily arrived at. 
For timber the usual value is 3^^ooo and for steel 1/25,000. 

The formula as developed above is for columns fixed at both 
ends, a condition often referred to as “square ends.^' In modern 
construction the ends of columns generally are partly or wholly 
fixed. However, there are cases where one or both ends are free, 
or “pin-ended.’^ In such a case no moment is developed at the 
free end of the column. With both ends pinned, there is no 
point of inflection, and the formula for safe load becomes 


P 

A 


P 


With one end pinned and one end square, 


P 

A 


f 




( 2 ) 


( 3 ) 


Though Rankine's formula has often been used for the design of 
compression members, modern practice has developed other 
formulas for the various materials. These formulas are not 
wholly theoretical but are based partly on analysis and partly 
on test data. 

88. Compression Members of Timber. Many simple straight- 
line column formulas have been used for design. As a result of 
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tests made by the Forest Products Laboratory of the U.S. Forest 
Service, two formulas somewhat more complicated than those 
hitherto in use have been proposed. They have been incorpo- 
rated in the specifications of the National Lumber Manufacturers' 
Association. The tests mentioned above demonstrated that up 
to a certain point, as the slenderness ratio increased, the detri- 
mental effect of defects on the strength of columns decreased. 
It was therefore desirable to provide formulas for design for two 
classes of columns, intermediate columns and long columns. In 
these specifications, columns are divided into three classes; short 
columns, intermediate columns, and long columns. 

A short column is a column in which the ratio of the unsup- 
ported length to the least dimension (l/d) is not greater than 11. 
The allowable unit stress / is the allowable unit stress parallel 
to the grain. 

An intermediate column is a column in which the l/d ratio is 
greater than 11 and less than K, The allowable unit stress is 

A long column is a column in which the l/d ratio is greater than 
K and less than 50. The allowable unit stress is 

0.274i? 

“ 3Q{l/dy ~ {l/dy 

In the foregoing, ^ ^ "The values of K for some of the 

species of timber in general use are given on page 23. 

89. Examples. 1. A Douglas fir column with a nominal cross-section 
of 8 X 8 in. (actual size 7.5 X 7.5 in.) has a length of 12 ft. What safe 
load will it support according to the specifications of the N.L.M.A.? 

From page 23, / «= 1200 and K = 23.4. J = 19.2 which is 

a 7.5 

less than 23.4; thus, this column is classed as an intermediate column, and 

A - 1200 [ 1 - i - 1020 P.a 

The safe load is 1020 X 7.5 X 7.5 - 57,400 lb. 
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2. A longleaf yellow pine column is 18 ft.-O in. in length and is to support 
a load of 125,000 lb. What size column is required? 

From page 23, / = 1200 and K — 23.4. The minimum dimension can- 
not be less than (18 X 12) -f- 23.4 = 9.2 for an intermediate column, so 
that a 10 X 10 in. (actual size 9*2 X 9*2 is selected for trial. 

i - '-W' — p- 

and the column as selected can sustain 840 X 9.5 X 9.5 = 75,800 lb. 

Since this is not sufficient, a 12 X 12 in. (11.5 X 11.5 in. actual) will be 
tried. 

1 12 X 18 

2 *= — ~ 1050, so that a 12 X 12-in. column can 
sustain 138,900 lb. and this size is adopted. 



Fio. 75. 


90. Compression Members of Steel. The column formulas 
of the American Institute of Steel Construction are given on page 
29. For values of l/r less than 120, the allowable unit stress is 
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In designing compression members the gross section may be 
considered as effective; for even though holes are punched in the 
members having riveted connections, these holes are later filled 
by rivets and compressive stresses may be transmitted by this 
filling metal. 


91. Examples. 1. A two-angle member, the details of which are shown 
in Fig. 75, is subjected to a compressive stress of 
20,000 lb. Design the member. The ratio l/r is not 
to exceed 120. 

The unsupported length of the member is taken as 
the distance between the points of intersection of the 
gage lines at the joints, 8 ft.-4 in. Therefore, the 


minimum value of R = - — , 


8.33 X 12 


120 


= 0.83 in. From 



Fig. 76. 


the A.I.S.C. *‘8teel Construction^’ (1939, page 43) 
the value of (Fig. 76) for a single 3 X 2 X ) i-in. 
angle = 0.39 in.^ The gross area = 1.19 sq. in., and 
the distance from the gravity axis to the back of the angle = 0.49 in. For 
the entire section f 2.2 = 2[0.39 + 1.19 X (0.49 -f 0.125)2] = 1.68 in.^ and 

f 1 68 

/f 2-2 = ^2 19 * value of /fi.i is the same as for a single 


angle, f.c., 0.95 in. 

/y = 17,000 — 0.485(100/0.84)2 = 10,100 p.s.i., and the total gross area 
required is 20,000 10,1(K) = 1.98 sq. in The two angles furnish 2.38 sq. 

in., but no smaller angles could be used without the l/R ratio becoming 
gr(‘ater than 120, 

2. Determine the safe load that can be supported by a column 20 ft.-O in. 
in length, the cross-section of which is shown in Fig. 77a. 


Area of Cross-section 


2 plates = 2 X 12 X 1 = 28.00 sq. in. 
2 channels = 2 X 8.79 = 17.58 sq. in. 

45.58 sq. in. 

Moment of Inertia about Axis 1-1 (Fig. 77b) 


2 plates = 2(tf2 X 14 X !•' + 14 X 6 . 52 ) = 1186.0 in.* 

2 channels = 2 X 161.2(A.I.S.C. Handbook) — 322.4 in.* 

/i-i * 7508.4 in.* 


Radius of Gyration about Axis 1-1 
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Moment of Inertia about Axis 2-2 (Fig. 77c) 

Ig.g for 1 channel « 5.2 in.* 

2 channels I 2.2 = 2[5.2 + 8.79(0.68 + 3.5)*] - 317.4 in.* 
2 plates 72-2 « 2 X K 2 X 1 X 14* « 458.0 in.* 

72-2 - 775.4 in.*' 

Radius of Gyration about Axis 2-2 

^ /775.4 , . 

•Ra-a “ / "a p 'iro * 4.13 m. 


Safe Load 

The value of l/R = 240 4.13 = 58.1, the allowable unit stress is 

/. = 17,000 - 0.485 X (58.1)* = 15,400, 


and the safe load is 45.58 X 15,400 =* 702,000 lb. 



Fig. 77. 


92. Members Subject to Bending and Direct Stress. Various 
examples are encountered in structures, where a member whose 
primary stress is direct tension or compression also acts as a beam. 
Some typical examples are : (a) horizontal or inclined members of 
bridge trusses which carry a direct stress of tension or compres- 
sion and a bending stress due to their own weight; (b) chord 
members of trusses, which support direct vertical loads such as 
ties or joists of a floor system; (c) upper chords of roof trusses 
which support purlins between panel points; (d) columns with 
eccentrically applied loads. 

The maximum unit fiber stress in a member of this type is 
equal to the sum of the unit stresses due to the direct stress and 
the bending stress, and as shown in Art. 87 
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Substituting AR^ for I and solving for A, 


A = 


P ^ 


The first term on the right-hand side of the above equation is 
the area required to resist the direct stress and the second term 
the area required to resist the bending stress. If the direct stress 
is tension, the value of / is the same in both terms of the equa- 
tion. If the direct stress is compression and the member is 
rigidly supported against possible bending due to direct stress 
alone, the value of / is the same in both parts of the equation for 
steel members, and nearly the same for timber members. If the 
direct stress is compression and the member is not braced 
against possible lateral displacement due to the direct stress, then 
the values of / are not the same in the two parts of the equation. 
To cover all cases, the equation may be written 





where /i = the unit working stress allowed for the direct stress. 
/2 = the unit working stress allowed in bending. 


93. Examples. 1. A simple horizontal member is to consist of two 
6 X 33^-in. angles with the short legs horizontal and below the long legs. 
It has a direct tensile stress of 80,000 lb. and in addition supports a load of 
2400 lb. at the center of its 10 ft.-O in. length. Neglecting the small moment 
caused by the weight of the member itself, determine the thickness of angles 
required. 

The maximum bending moment is at the center of the member where the 
only rivets w'ould be the stitch rivets (rivets placed through the two legs 
nearly in contact with washers between the backs of the angles to prevent 
vibration), so that only one %-m. hole (for %~m. rivets) need be subtracted 
from the gross section of each angle. Assuming J { e-in. angles the net sec- 
tion is (A.I.S.C. Handbook) 2(3.53 — 1 X X Ke) =* 6.30 sq. in. The 
value of R (about the axis of bending) = 1.59 in. and the required area is 


A 


80.000 (H X 2400 X 10 X 12) X 1.63 

20.000 20,000 X (1.59)* 


This is sufficiently close to the area furnished, and the Jie-in. thickness is 
considered satisfactory. 
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2. An oak column with an unsupported length of 15 ft.-O in. sustains a 
direct stress of 60,000 lb. and a bending moment of 50,000 in.-lb. Design 
the column. 

The minimum value of d in order that this column may be considered an 
intermediate column (see Art. 88) is (15 X 12) -r 23.7 = 7.6 in. Assuming 

a 10 X 10 in. (actual 932 X 9)2 ii^-) column, ^==180-7-9^^ = 18.95 and 

/. = /i = UOO [l - ^ (isj) ] = 950 p.s.i. 

A = 9.5 X 9.5 = 90.25 sq. in. 

7 = ^12 X (9.5)^ = 679 in.^ 

R = 2.74 


The area required is 

, 60,000 . 50,000 X 4.75 . 

^ ~ 950 1400 X (2.74)* “ 

This is slightly less than that furnished, and a 10- X 10-in. column will b(» 
adopted. 



CHAPTER VII 


CONNECTIONS AND SPLICES 
CONNECTING ELEMENTS 

94. Rivets. Rivets arc used to hold together two or more 
pieces of steel and to transfer stress from one piece to another 
piece. They are made with one head; the other head is formed 
after the rivet is in place. Numerous shapes are given to the 



heads. The usual head for structural rivets (a buttonhead) is 
shown in Fig. 78a; where clearance requirements will not permit 
the full head depth, it may be flattened as necessary. Flattened 
heads may be formed by using a properly shaped die in the 
riveting machine, or the head may be flattened with a sledge 
after driving. Countersunk heads (Fig. 786) are necessary where 
no clearance (or a very small clearance) is available, such as is 
the case where a plate, riveted to an angle or other shape, must 
rest directly on (yet not be connected to) another plate. Holes 
for countersunk rivets are reamed by special reaming tools; 
the projecting portions are chipped off if necessary by means of a 
cutting tool or chisel held in a pneumatic hammer. Rivets are 
ordered of a length sufficient to pass through the plates which 
they are to connect and to project far enough beyond the face 
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of the last plate to furnish enough material to form the second 
head. The combined thickness of the plates is called the grip 
of the rivet. The portion of the rivet between the heads is 
called the shank. The nominal size of a rivet is the diameter 
of the shank before it is heated and driven. Nominal shank 
diameters for structural rivets vary from about 3-^ to 1 in., the 
most common diameters being and 

The amount of stress that can be transferred is dependent 
upon the shearing strength of the rivet and on the bearing 
strength of the plates through which the rivet passes. If three 
plates are connected as shown in Fig. 79a, there will be a tendency 



(c) (d) 


Fia. 79. 

to shear the rivet along two planes, one at either surface of the 
middle plate, as shown in h. This is called double shear. The 
safe total stress P in the middle plate cannot exceed two times 
the shearing strength of the riv^ bar, or two times the cross- 
sectional area of the rivet in square inches multiplied by the 
safe shearing strength of the rivet steel in pounds per square 
inch. 

If the middle plate is too thin, there is the possibility that 
the pressure of the rivet will be sufficient to crush the plate, 
thus enlarging the hole as shown in Fig. 79c and allowing the 
plates to slip. A failure of this type is called a compression or 
bearing failure, and it is guarded against in design by keeping 
the unit stress on the projected bearing area of the rivet below a 
safe working value. The projected bearing area is equal to the 
product of the thickness of the plate and the nominal diameter of 
the rivet. The safe bearing value of a rivet is equal to the 
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allowable unit bearing stress multiplied by the projected bearing 
area. 

When a rivet is placed near the end of a plate, as in Fig. 79c, 
there is a tendency for th^ rivet to pull out of the plate by shear- 
ing off the metal along the dotted lines shown in the figure. 
This type of failure can be prevented by placing the rivet far 
enough away from the end of the plate so that the resistance 
of the plate in shear is greater than the shearing or bearing 
value of the rivet. With the general relation of unit stresses 
used in design this is accomplished by specifying a minimum end 
distance of about 1 times the diameter of the rivet, measured 
from the center of the rivet to the end of the plate. 

Assuming that the outer plates are of equal thickness, the 
stress in each outer plate is P/2; and if, as is usually the case. 


Table 1. — Rivets, Pins, and Turned Bolts in Drilled or Reamed Holes 
(Allowable loads in kips) 


Shear and tension 15, 000 p.s.i. 

Bearing: Single Shear 32,000 p.s.i. 

Double Shear 40 , 000 p.s.i. 


Rivet diameter, in. j 



M 


1 

IH 

Tension 

2. 

94 

4. 

60 

6.63 

9.02 

11 

.78 

14 

.91 

SiiiRle shear 

2.94 

4.60 

6.63 

9.02 

11.78 

14.91 

Double shear 

5. 

89 

9. 

20 

13.25 

18.05 

23 

.56 

29 

.82 


Bearing 

Bearing 

Bearing 

Bearing 

Bearing 

Bearing 

Thickness of plate, in. 





















1 





S.S. 

D.S. 

S.S. 

D.S. 

S.S. 

D.S. 

S.S. 

D.S. 

S.S. 

D.S. 

S.S. 

D.S. 

H 

2.00 

2.50 

2.50 

3.13 

3.00 

3.75 

3.50 

4.38 

4.00 

5.00 

4.50 

5.63 

Ms 


3.75 

3.75 

4.69 

4.50 

5.63 

5.25 

6.56 

6.00 

7.50 

6.75 

8.44 



5.00 


6.25 

6.00 

7.50 

7.00 

8.75 

8.00 

10.00 

9.00 

11.25 

Ms 




7.81 


9.38 

8.75 

10.94 

10.00 

12.50 

11.25 

14.06 

M 






11.25 


13.13 


15.00 

13.50 

16.88 

Ms 






13.13 


15.31 


17.50 


19.69 

M 








17.50 


20.00 


22.50 

Ms 










22.50 


25.31 

H 












28.13 

»Ks 





[ 








1 

16.0 

20.0 

20.0 

25.0 

24.0 

30.0 

28.0 

35.0 

32.0 

40.0 

36.0 

45.0 









1 

— ■— _J 


. . . 
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BuH Weld 


Single V Buff Weld 


Double V Buff Weld 


j. 


F/Uef Welds 



the thickness of each of these plates is equal to at least one-half 
that of the middle plate, the outer plates will be safe in bearing. 

When only two plates are connected hy a rivet, the rivet may 
shear off along only one plane, as sho\Yn in Fig. 7M. The rivet 
is then said to be in single shear, and the shearing strength 
g ■ is equal to the area of the rivet bar 

times th(' allowable unit shearing stress. 
The bearing value of the rivet is ob- 
tained as in the double-shear connec- 
tion, using the thickness of the thinner 
plate in the computation. The unit 
bearing stress in a single-shear con- 
nection is generally specified as about 
25 per cc'iit less than tlu^ corresponding 
value for a double-shear connection, for 
the bearing of the rivet on the plates 
is not apt to be uniform throughout the 
thickness of tlu^ plates in the single- 
shear connection, thus resulting in a 
bearing stress somt'what greater than 
the average along the contact surface. 

Table 1 gives the total allowable 
single-shear and double-shear values of 
rivets and the total bearing values for 
various i)late thi(*knesses, as recom- 
mended by the American Institute of 
Steel Construction lor use in buildings. 

95. Welds. The use of welded con- 
nections in steel structures is increasing 
rapidly. Welds are made by heating 
the surfaces to be joined to a plastic or 
fluid state and allowing them to flow together. Additional 
molten steel must be added to preserve the full sections of 
the members joined. The various types of welds in general 
use are shown in Fig. 80. The fillet weld is used more than 
any other type in the welding of structural steel. Two 
types of fillet-weld connections are shoWn in Fig. 81. In 


Slof Weld 


T 

Plug or Rivef Weld 
Fig. 80 . — Types of welds. 
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(a) the strength of the connection depends upon the shearing 
strength of the fillets along the planes of the ^Hhroat^’ of the 
fillet (sec Fig. 82). In (b) the strength depends upon the shear 
along one contact plane and the tension on the other. Tests 


i 



^ , ■ .. drz~ z:: "~Z -:zr: ~ r ::=r-» 

(b) 

Fm SI. 

have shown greater strength per unit of length of fillet for 
connections made in the manner shown in (5); but when the two 
methods of connection have been combined, failure in the weld 
normal to the line of stress occurred first. Working stresses 



for fillet welds, placed in either of these two ways, are given in 
Table 2. 


Table 2. — Working Stresses for Fillet Welds 


Sizp of fillet, in 

u 

R '' 

,16 


h 

H 

H 

Strength, lb. per lin. in 

2000 

2500 

3000 

4000 

5000 

6000 
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For structural connections the minimum size of fillet recom- 
mended is in., and no fillet should have a length less than 
four times its size. The maximum size of fillet is governed 
by the thickness of the plate connected, although quite frequently 
the size is less than the plate thickness. 

96. Bolts and Nuts. Bolts are used to connect two or more 
pieces of steel or timber in much the same way that rivets are 
used to connect steel elements. The shearing strength of the 
bolts and the bearing strength of the connected pieces must be 
investigated, as in the design of riveted connections. Bolts, in 
the form of long rods threaded at one or both ends, are also used 
as tension members in timber trusses and sometimes in light 
steel trusses. In such cases, the strength of the bolt is dependent 
upon the cross-sectional area at the root of the thread. 

The short diameter of square or hexagonal heads and nuts is 
1 times the bolt diameter plus 3^8 The areas at the root 
of the thread (net areas) for bolts of various diameters are given 
in Table 3. 


Table 3. — Bolt Diameters and Areas 


Diameter, in. 

Area, sq. in. 

I Diameter, in. 

Area, 

sq. in. 

Total 

Net 

Total j 

Net 

Total 

Net 

! 

Total 

Net 

14 

0.185 

a. 049 

0 027 


1 158 

1.485 

1.054 

% 

0.294 

0.110 

0 068 

i'z 

1 283 

1.767 

1.294 

H 

0.400 

0.196 

0 126 


1.389 

2.074 

1.515 

% 

0.507 

0.307 

0 202 

1=4 

1.490 

2.405 

1.744 

Va. 

0.620 

0.442 

0.302 

1 J'S 

1.615 

2 761 

2.049 

U 

0.731 

0.601 

0.419 

2 

1.711 

3.142 

2.300 

1 

0.838 

0.785 

0.551 

Vi 

1.961 

3.976 

3.021 

IM 

0.939 

0.994 

0.693 

21^2 

2.175 

4.909 

3.716 

IH 

1.064 

1.227 

0.890 

Vi 

2.425 

5.940 

4.619 


The shearing stresses to be used in the design of turned bolts 
are the same as for rivets (see Table 1), and the bearing values 
on steel plates are also the same. The bearing value of a bolt 
on a timber member is computed in the same manner as for a 
rivet on a steel plate, using for the allowable unit stress the 
value specified in compression in Art. 13, due consideration 
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being given to the angle between the projected bearing area 
and the fibers of the timber. Long bolts should be investigated 
for bending, since the bending strength is quite apt to be the 
governing factor. 

97. Washers. Where steel rods transfer their stresses to 
timber members and where bolts are used to fasten two or more 
timber pieces, washers must be placed under the bolt heads and 
nuts to prevent crushing of the fibers of the timbers. Three 
common types of washers are the plate washer, the cast-iron 
ogee washer (Fig. 83a), and the beveled washer (Fig. 836). 
Plate washers are usually square or rectangular and can be 
obtained in any size and thickness; 
in the smaller sizes circular wash- 
ers are available. Ogee washers 
are round and are made in stand- 
ard diameters and thicknesses, 
which vary somewhat with differ- 
ent manufacturers. In one stand- 
ard form the diameter of the top 
or face is two times the bolt diameter plus 3^^ in., the diam- 
eter of the bottom or bearing surface is four times the 
bolt . diameter, and the thickness is l^ss than the bolt 

diameter. The beveled washer shown in Fig. 836 is a solid 
casting, consisting essentially of a cylinder and a plate, the 
axis of the cylinder being at any required angle with the surface 
of the plate, with diaphragms connecting the cylinder to the 
four corners of the plate. Beveled washers are necessary when 
there is a marked inclination of the bolt or rod relative to the 
member to which the rod is to be connected. The diameter 
of the hole in a washer is usually made in. greater than the 
bolt diameter. 



Fig. 83. — Ogee and beveled washers 


For plate or ogee washers, the area of washer required (exclu- 
sive of the hole area) is equal to the stress in the rod divided by the 
allowable unit compression against the fibers of the timber. 
Washers of this type should be placed at right angles to the 
bolt or rod; therefore, if the bolt is inclined with respect to the 
axis of the timber member to which it connects, the timber must 
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1)0 notched accordingly, and the pressure of the washer will bo 
neither parallel nor perpendicular to the fibers. The allow- 
able unit bearing stress will depend upon the angle between 
the bearing surface and the fibers; recommended values for 
various angles are given in Art. 13. 

The required thickness of a plate washer Ls determined by 
passing a vertical plane through the washer at the center line 
of the bolt, computing the moment at the section formed by this 
plane, and applying equation (1), page 64, to determine the 

thickness, using for & the net width 
of the washer at the given section 
and for / the allowable unit stress 
in bending (Art. 21). For a rectan- 
gular washer, the required thickness 
is governed by the bending in the 
longer direction. 

Example. In Fig. 84, the stress in the 
•‘^ 4 -in. rod is 4800 11)., the timber is Douglas 
fir, and the angl(‘ between the bearing sur- 
face of the washer and the fibers of the tim- 
ber is 26”34'. Determine the required size 
and thickness of the washer. 

Withp/g == = 0.428, the allow- 

able unit bearing stress, from the equation 
on page 24, and Fig. 20, is 0.28 X 1500 = 
420 p.s.i., and the bearing area required = 
^^<>^420 = 11-4 sq. in. If the hole in the timber is in. greater 
than the rod diameter (area of J^x-in. hole = 0.60 sq. in.), the oviir- 
all plate area r(*quired fo give an actual bearing surface of 11.4 sq. 
in. is 12.0 sq. in. In order to avoid cutting too deeply into the timber, a 
washer 3X4 in. will be used, the 4-in. dimension being at right angles to the 
chord. In the long direction, with a nut diameter of IJ^ X M = 

134 in., 

M = 4800 (I - ^■^®) = 1650 in.-lb. 

The net width of the washer, assuming the hole in the washer to be in. 
larger than the rod diameter, is 3 — i a in. From equation (1), 

page 64, 

1650 = 20,000 X K X 2.19 X 
t = 0,476 in., or in. 
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Beveled washers are indented into the timber, as shown in 
Fig. 85. The indent area required (in the plane ah) is equal 
to the component of the stress in the rod in the direction of the 
axis of the timber member, divided by the allowable unit com- 
pressive stress parallel to the fibers. The base area required, 
(in the plane he, Fig. 85), is equal to the component of stress 
normal to the base divided by the allowable unit compressive 
stress perpendicular to the fibers 
of the wood. In order to avoid 
bending stresses, the dei)th of 
indent and length of base are so 
adjusted that lines perpendicular 
to the indent and the base at 
their centers of gravity interse(*.t 
on the axis of the cylindrical hole through which the rod pass(*s, 
as shown in Fig. 85. 

98. Timber Connectors. Special types of timber connectors 
arc frequently used in fastening timber members which are to 
transfer stress from one to the other or others. The most 
widely known connectors are manufactured by the Timber 
Engineering Company of Washington, D.C., and are known as 
Teco connectors. Two common types are: (1) toothed-ring 
connectors; (2) split-ring connectors. The toothed-ring con- 

ne(;tor (Fig. 86a) is a corrugated 
circular band of 16-gage steel with 
sharp teeth on each edge. The 
split-ring connector (Fig. 865) is a 
smooth circular band of mild steel, 
with a tongue-and-groove break or 
split. The timbers which are to be fastened together are 
lapped and the connector is embedded for half its depth 
in each timber. A bolt is passed through the timbers 
at the center of the connector to keep them from spreading. 
Toothed-ring connectors are placed between the lapped timbers 
and forced into place by pulling the timbers together with a high- 
strength bolt which is later replaced by the regular bolt. Split- 
ring connectors are set in circular grooves cut in the timbers by 



(a) (b) 

Fig. 86. 
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means of a special tool before the joint is put together. At least 
one connector is required at each surface of contact between the 
timbers, so that, in a connection such as is shown in Fig. 87, at 
least two connectors are required at the joint. More than the 
one pair shown may be used if necessary and if there is sufficient 
space in which to place them. 

The safe load that can be transmitted by one toothed-ring 

connector is dependent primarily upon the size of the ring and 

the angle between the fibers of the timber and the direction of the 

load; recommended values for each available size are given in 

Table 4. Where the angle between the load and the fibers of the 

timber (angle 0, Fig. 87) is less than 

\ rn 45 degrees, the allowable load is 

X directly proportional to the angle, 

^ interpolation being made between 

L Ll the two values given in the table. 

Where two or more rings are used 
Fig. S7. , ... 1 1 

in one joint, the total safe load on 

the joint is the product of the tabulated value for one connector 

times the number of connectors. For example, in Fig. 87, if 

0 = 40 degrees and if 2%-m. toothed rings are used, the safe 

load on one connector is 1400 lb., and the safe load P on the 

joint is 2 X 1400 = 2800 lb. 

Tabi.e 4. — Minimum Sizes of Bolts and Washers and Allowable Loads 
FOR Toothed-ring Connectors 


Allowable load, lb. 


Diameter 
of ring, 
in. 

Diameter 
of bolt, 
in. 

Plate washer, 
in. 

Ogee 

washer, 

in. 

Load 
parallel 
to grain 

Angle of 
load with 
grain 

45 deg. 
or more 

2 


2 X 2 X 

M X 2 

1100 

825 

2H 

9i 

2J^ X X H 

% X 2H 

1800 

1350 

2H 

Vi 

3 X 3 XH 

X 3 

2600 

1950 

4 

H 

ZHXS'AX H 

7-8 X 3?!; 

3150 

2350 
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Safe loads for split-ring connectors are given in Table 6. 
Where the angle between the fibers of the timber and the direc- 
tion of the load is between 0 degrees (load parallel to fibers) and 
90 degrees (load perpendicular to the fibers), the safe load is 
obtained by simple proportion, assuming a ^uniform variation 
between the two tabulated values. Where more than one split 
ring is used at a joint, the safe load on the joint is the product 
of the tabulated load for one connector times the number of 
connectors. 


Table 5. — Minimum Sizes of Bolts and Washers and Alixiwable Loads 
FOR Split-ring Connectors 


T)iam- 
ot€‘r of 
ring, 
in. I 


Diam- 
eter of 
bolt, 
in. 


23^2 

4 

6 

8 



Douglas fir, southern pine, 
tamarack, or western larch 


Plate washer, 
in. 


Ogee 

washer, 

in. 


Dense grades 


Load 


Ijoad 


2 

3 

3 

3 4 


parallel' 
to ' 
grain I 


perpen- 

dicular 

to 

grain 


X 2 X 4' 
X3 Xhe 
X 3 X 4 
X 3 V 2 X *4' ' 


jH X 23^ 

X 3 Vi 
\H X SH 

1X4 


3,300 

7,000 

10,500 

13,500 


2,350 

4,900 

6,300 

6,700 


Nondensc grades 


Load 

parallel 

to 

grain 


Load 

perpen- 

dicular 

to 

grain 


2,850 

6,000 

9,000 

11,500 


2,000 

4,200 

5,400 

5,750 


1 


99. Pins. Pins arc sometimes used to connect groups of bars, 
plates, or structural shapes between which a stress is to be trans- 
mitted. A pin is a solid steel bar which is passed through 
holes in the connect.ed members. The pin is threaded on the 
ends, and recessed nuts of pressed or cast steel are placed at each 
end. Figure 88 shows a pin connecting three eye bars, two of 
which are pulling in one direction and one in the opposite direc- 
tion. Washers arc placed between the eye bars on the pin to 
hold the bars in their proper positions. Pins must be designed 
for shearing and bending stresses, and the members through 
which they pass must be sufficiently thick to provide adequately 
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for the bearing stresses. The investigations for shearing and 
bearing are made in the same manner as for rivets. The investi- 
gation for bending is made by computing the maximum bending 
moment in the pin, which is treated as a simple beam with the 
fixed loads, two of which are considered as reactions, then 
equating the bending moment and the resisting moment, and 
solving for the diameter required. The resisting moment M of 
a circular section is 


I 


hi 




Fiq. 88. 


Tit 7rdV64 ird^ 

in which / = the allowable extreme fiber stress in 
bending. 

d — the diameter of th(i pin. 

The specific^ations of the American Institute of 
Steel C 'oust ruction permit a unit shearing stress of 

15.000 p.s.i., a unit bearing stress of 32,000 p.s.i., 
and a unit extreme fiber Rtr(*ss in bending of 

30.000 p.s.i. 


Example. If the stress in the middle memlx'r in Fig. 88 is 80,000 lb. and 
if the distance between the outer members (the supports of the pin) is 5 in., 
what size pin is required to n^sist shearing and bending stresses, and what 
thicknesses of plates arc necessary to provide for bearing stresses? 


from which 


V = — = 40,000 lb. 

M = §5^^ X 2.5 = 100,000 in.-lb. 


100,000 = 


30,000 Xr Xd^ 
32 


d = 3.23 in., or a 314-1^. pin 


The unit shearing stress on th(i 3t^-in. pin (area = 8.296 sq. in.) is 
40,000/8.296 = 4830 p.s.i., which is well below the allowable stress of 
15,000 p.s.i. 

The bearing area required for the middle plate is 80,000/32,000 = 2.5 sq. 
in., and the thickness of the plate must be 2.5/3.25 = 0.77 in., or Ji in. 
Each outer plate must be at least X = Jfc in. thick. 
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TIMBER CONNECTIONS AND SPLICES 

lOO, Types of Joints. Some of the more common types of 
joints which are used in places where one timber member rests 
upon or frames into another are shown in Fig. 89. A butt joint 
m which there is an appreciable amount of stress should be 
investigated for bearing perpendicular to the fibers. The 
bearing area required is equal to the stress in the noncontinuous 
member divided by the allowable unit stress. If the area of 
the member is less than this, a steel plate of the proper area 




Fig. 89. — Typical tunlicr joints. 


must be placed betwc'cii the nu^mbors. The required thickness 
of the plate is obtained by treating the proj('cting portion of the 
plate as a cantilever. For a 1-in. width the maximum moment is 
in which w is the unit pressure against the plate and I is 
the projecting length; the thickness is obtained from equation 
(1), page 64, with = 1 in. 

In designing a step joint, such as that in Fig. 90, the depth 
of indent must be sufficient to provide enough bearing area to 
l)revent crushing of the fibers of both timbers. The depth of 
the notch is assumed; the angle at the tip of the notch is generally 
made 90 degrees, partly to facilitate the cutting or framing and 
partly to avoid secondary stresses. The components of the 
stress at right angles to the two surfaces of the notch are com- 
puted, the allowable bearing pressures for the proper angles of 
inclination with the fibers (Art. 13) are determined, and the 
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bearing areas required along the two surfaces are obtained by 
dividing the component of stress by the allowable unit pressure, 
for each surface. 


Example. Figure 90 shows the details of joint c in the timber roof truss 
shown in Fig. 91. Design the indent for the inclined strut, which has a 
stress of 13,000 lb. Assume that the allowable unit bearing stress parallel 



to the fibers is 1800 p.s.i. and that the allow aide \nnt bearing stress perpen- 
dicular to the fibers is 465 p.s.i. 

Assume the length of the short side ah of the notch as 1 \ in. Then, with 
a 90-degree angle at 5, the length r5 = 12 in.; angle vad = 90° — 26°34' ~ 
63°26'; angle dab = angle acb = tan"i (1.75/12) = 8°20'; angle cab = 7]°46'. 
The components of the stress in the strut at right angles to the faces ah and 
be, determined graphically, are shown in the figure. Face ah makes an 
angle with the chord = 90° — 8°20' = 81°40'. The strength of the strut 
therefore governs. Th(' allow abh* unit pressure 
on the fibers (using Fig. 20 with angle = 71°46' 
and p/g = = 3,87) o.77 X 1800 - 

1380 p.s.i. and the length ah required = 
1^,400 
1380 X hH 

in. is therefore satisfactory, and yet it could not be reduced enough 
to warrant a redesign. Face be makes an angle with the fibers of the strut 
of 18°14' and with the fibers of the chord of 8°20'. The latter governs; the 





-sr 

60-0- - 

Fio. 91. 




= 1 .6 in. The assumed length of 


allowable pressure is 470 p.s.i., and the required length be = 470 ~ 

1.53 in., which is much less than the length furnished. Since the length he is 
governed by the length ab, which in turn is the critical dimension as far as 
cutting into the chord is concerned, no revision of the design is necessary. 
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If the horizontal length from point b to the right end of the horizontal 
timber were quite short, the shearing strength of the chord along the hori- 
zontal plane through b to the end would have to be investigated. The 
shearing area required is equal to the horizontal component of the stress in 
the inclined strut divided by the allowable unit longitudinal shearing stress 
in the horizontal timber. The area furnished is the product of the length 
from b to the right end of the horizontal timber multiplied by the width of 
that timber. The length from b would have to be made sufficient at least 
to furnish the required area. 

101. Timber Splices. The three general methods of splicing 
timbers in the direction of their length are (1) fishing, (2) lapping, 
and (3) scarfing. Fishing consists in bolting two plates of steel 



Fig. 92. — ^Lap joint. Fio. 93. — Half-lap joint. Fig. 94. — Half-lap joint 

with keys. 

or timber across the joint and on opposite faces of the timbers 
which are to be spliced. The extra plates, called fishplates, 
may have projections or tables which engage corresponding 
notches in the main timbers, in which case the joint is called a 
tabled fishplate joint (Fig. 99). This is a very satisfactory 
type of tension joint. A plain fishplate joint (without notches 
and tables. Fig. 98) is suitable for tension joints with compara- 
tively small stresses, and for compression joints. 

Lap joints (Fig. 92) are sometimes used to join two tension 
timbers, but this type of joint is not satisfactory because of the 
large bending moment in the bolts and should not be used for 
large stresses or in permanent members. They are quickly 
made and inexpensive. Half lap joints (Fig. 93) are satisfactory 
in compression; the length of the lap should be twice the depth 
of the timber and the bolts placed at the quarter points of the 
lap. Half lap joints with keys (Fig. 94) may be satisfactory for 
slightly stressed tension splices. 

Oblique scarf joints (Fig. 95) have more flexural strength than 
half lap joints (note: the latter is also a form of scarfing). The 
depth at the ends of the timbers is usually made one-fourth 
of the total and the length of the joint at least twice the total 
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depth. Tabled scarf joints (Fig. 96) are fairly efficient in tension 
and compression. They are more generally used for compression, 
and especially where small reversals of stress are probable. The 
depth and length of tables are determined in somewhat the 
same manner as described above for the tabled fish plate joint. 
Oblique tabled scarf joints (Fig. 97) are uneconomical because^ 


Fig. 95. — Obliquescarf Fio. 96 — Tabled Fig. 97. — Oblique 

joint. scaif joint. tabled scarf joint. 

of the great length reijuired to secure sufficient shearing surface 
parallel to the fibers; the eccentric application of the stress also 
tends to cause considerable secondary bending in the splice. 

102. Design of a Plain Fishplate Joint. Figure 98 illustrates 
a plain fishplate joint in which two fishplates (one on either side 
of the abutting main timbers) are bolted through the main 
timbers. The number of bolts recjuired may bo determined 
as follows: (1) Assume the size of bolt. (2) Compute the safe 
load P that one bolt can support in flexure, treating the bolt 

as a restrained beam with a span 
equal to the distance center to cen- 
ter of fishplates and supporting a 
uniform load P. If h is the thick- 
ness of the main timber and if the 
Fig. 98.-Plam fishplate joint. thickneSK of each fishplate Is h/2, 

then M = Ph/S. The resisting moment of a bolt of diameter d 
is fird^/32. Equating bending and resisting moments and solv- 
ing for P, 






P = 


15,700d» 

h 


If / = 20,000, 
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If / = 22,000, 


P = 


17,270d’ ^ 

h 


(3) Find the safe load P that can be placed on one bolt without 
crushing the ends of the fibers of the timber (P = diameter of 
bolt X depth of main timber X allowable unit compression 
stress on ends of fibers). (4) Determine the number of bolts 
required by dividing the total tension stress in the main timber 
by the smaller value of P from (2) and (3). The bolts must be 
spaced far enough apart to prevent shearing of the timber 
parallel to the fibers. Because of the splitting ttmdency caused 
by the curved surface of the bolt, only three-fourths of the 
value specified in Art. 13 for shearing stresses parallel to the 




Fia. 99. — Tabled fishplate joint. 


fibers should be used in this computation. If two lines of bolts 
are used, two bolts (one in each line) should be placed in the same 
cross-s(*ction. Plain fishplates are more satisfactory than tabled 
fishplates in compression splices. 

103. Design of a Tabled Fishplate Joint. Figure 99 illustrates 
a tabled Ji ah plate jomt, in which tables on the fish plates engage 
corresponding notches in the main timbers. A tabled fishplate 
joint is more efficient in tension than a plain fishplate joint 
because of the effect of the tables in resisting separation of the 
main timbers. The fishplates may be made of steel instead of 
wood, in which event steel flats are riveted to them to form the 
tables. The principles involved in the dc'sign of a tabled fish- 
plate joint are given in the following example. 

Design a tabled fishplate joint, using wooden fishplates, to transmit a 
tensile stress of 60,000 lb. For the material in the main timbers and fish- 
plates, allowable unit stresses (in p.s.i.) are to be assumed as follows, ten- 
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sion 1950, compression parallel to fibers 1950, compression perpendicular to 
fibers 390, shear parallel to fibers 270, tension in bolts 16,000. Required 
areas (square inches) are: tension 60,000/1950 = 30.8; compression at ends 
of tables 60,000/1950 *= 30.8; shear along plane of tables 60,000/270 = 222. 

Assuming four tables on each side of the joint (for maximum economy a 
design should also be made using six tables and the two compared as to cost), 
the required area of each table = 222^ — 55.5 gq. in. If the width of main 
timber is not fixed by other details, make dimensions of the table preferably 
so that the length is H to 1 times the width. Hence with 73^-in. dressed 
width (8 in. nominal), the length required = 55.5/7.5 = 7.4 or 7M hi- Depth 
of table = 30.8/(4 X 7.5) = 1 in. Assume %-in. bolts in %-in. holes. Net 
width of main timber = 7.5 — 2 X = 5.75 in. Net depth required 
= 30.8/5.75 = 5.3 in. Gross depth required = 5.3 + 2 X 1 =7.3 in. 
Use 8X8 main timber, dressed to X 73^, and 8X4 fishplates dressed 
to 7H X SH- 

Considering only the pressure against one table (Fig. 100), assuming the 

tension in the fishplate concentrated 
at mid-point of net depth and the com- 
pression against the table concentrated 
at mid-point of table depth, the mo- 
ment of the couple thus formed = 
(60,000/4) (1 6 4- M) = 27,200 in.-lb. 
With two bolts in each table (Fig. 99) 
and with a lever arm for the stress in 
('ach bolt about the center of rotation at a (Fig. 100) equal to 7.5/2 = 3.75 in., 
the stress in each bolt = 3^^(27,000/3.75) = 3640 lb. The area required 
at the root of the thread = 3640/16,000 = 0.227 sq. in. From Table 3, 
page 136, J^-in. bolts, net area = 0.302 sq. in., are required. Bearing area 
required under washer = = 9.3 sq. in. Allowing for J^-in. hole, 

the gross area of washer = 9.3 + 0.60 = 9.9 sq. in. A 3^^i-in. ogee washer 
is selected, two of which will just fit on the 7j4-m. dressed width of the fish- 
plate. If the two ogee washers were too large to bear on the fishplate, a 
plate washer should be used, with a length of 7^ and width equal to 
(2 X 9.9)/7.6 = 2')i in. 

With steel fishplates the bolts should be placed just beyond the nonbear- 
ing edge of the flat, i.e., away from the joint between the spliced timbers. 

104. Timber Truss Bearings. Figure 101 shows a typical end 
bearing of a timber roof truss. A bolster is inserted between the 
lower chord and the wall plate in order to provide sufficient bear- 
ing area to prevent crushing of the fibers of the chord. Th(^ 
bearing area required between the bolster and the chord is equal 
to the maximum vertical reaction divided by the allowable unit 
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stress perpendicular to the fibers of the cl;iord. The width of 
the bolster is generally made the same as that of the chord, and 
the length is made sufficient to furnish the required bearing 
area. The bearing area required between the bolster and the 
wall plate is equal to the vertical reaction divided by the allow- 
able unit stress perpendicular to the fibers of the wall plate or 
bolster, both of which are made of the same timber. Since the 
width of the bolster is fixed, the width of the wall plate must be 
sufficient to furnish the required bearing area. The length of 
the wall plate must be sufficient to provide enough bearing area 
on the wall to prevent crushing of the brick, stone, or concrete 
in the wall. The area required is obtained by dividing the 



Fia. 101. — Timber roof-truss end bearing- 


vertical reaction by the allowable unit bearing stress on the 
masonry. The thickness of the bolster and the wall plate are 
obtained by treating the projecting portions of these pieces as 
cantilevers, computing the maximum moment in the cantilever, 
and applying equation (1), page 64. A bent steel plate is placed 
on either side of the bolster and chord; the two plates are bolted 
through the chord and fastened to the wall plate by means of lag 
screws, as shown in Fig. 101, in order to prevent sidewise move- 
ment of the truss. The wall plate is generally bolted to the wall. 

JOINTS IN STEEL FRAMES 

106. Types of Joints. The three fundamental types of joints 
commonly encountered in steel structures are (1) gusset-plate 
connections, (2) beam connections, and (3) bracket connections. 
The stresses are transferred from one piece to another by means 
of rivets, bolts, or welds. Bolts are generally used only for 
connections which must be made in the field, and then only for 
structures which are practically free from vibration. 
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106. Riveted Gusset-plate Connections. A typical gusset- 
plate connection is shown in Fig. 102, which illustrates a lower 
chord joint of a steel roof truss. A steel plate (gusset plate) 
is placed between the pairs of angles which meet at the panel 
point or joint, and rivets are placed through the angles to transfer 
the stresses to the plate. The numb(ir of rivets required in each 
inclined member is equal to the stress in the member divided 
by the strength of one rivet (see Art. 94). If, as in Fig. 102, 
the lower chord is continuous across the joint, the number of 
rivets required in the chord through the gusset plate is equal 
to the difference in the chord stresses on either side of the joint 
divided by the strength of one rivet. If the chord is cut at or 
near the panel point, the full stress in each chord member {dh and 
he) would be used in determining the number of rivets required 
in each chord. If the number of rivets is excessive, necessitating 
a very long gusset plate, part of the stnjss in each chord could 
be transmitted across the joint through a splice plate riveted 
to the bottom of the horizontal legs of the chord angles, and 
then only the remainder of the stress in each chord member 
would have to be taken by the rivets in the vertical legs through 
the gusset plate. The splice plate must b(' of sufficient thickness 
and width to furnish an adeciuate net section to carry in tension 
at l(»ast as much stress as the rivets. 

Th(' size and shape of the gusset plate are determined by the 
number of rivets and the arrangemcait of the connected members. 
Where relatively small stresses are involved, }'iATL, plates are 
usually satisfactory; but in cases where the stresses are com- 
paratively large, thicker plates will be more economical in that 
they reduce the required number of rivets and consequently 
the size of the plate. Intersecting members should be arranged 
wherever possible so that the lines on which the rivets are 
placed in each member (the gage lines) meet at a point, in 
order to avoid any eccentricity in the connection. Where rivets 
are placed in two lines in an angh^, the gage line nearest the 
back of the angle should be the intersecting line. Where sym- 
metrical steel shapes are connected to a gusset plate, the center 
lines of the members should intersect. -Standard gages for 
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angles and the maximum-size rivets that can be used in the 
various sizes of legs are given in Table 6. 


Table 6. — Standard Gages fob Angles 




Size of leg 

2 

2H 

3 

3H 

4 

5 

6 

7 

8 

1 

g 




2 

2K 

3 

334 

4 

4)^ 

3 


Qx 



2 

2k 

% 

3 



g2 






% 

3 


/ 

Max. rivet. 


Vi 

"h 



1 

1% 


In order to reduce to a minimum the size of the gusset plate, 
the rivets in each member should be placed as close together as 
possible. In order to make it possible to form the head on a 
rivet which is next to one already placed, the distance between 
the centers of adjoining rivets must be at least 3 diameters 
of the rivet. Also, to provide for an adequate amount of metal 
around a hole, minimum distances from the center of the hole to 
any edge of a plate or other shape are required as follows: 


Rivet diameter, 
in. 

1 To sheared 
edge, in. 

To rolled 
edge, in. 

H 

1*8 

1 

H 



Vs 

m 


1 

m 

1>2 

IH 

2 

IJt 


Example. Determine the number of rivets required in each member at 
the joint shown in Fig. 102, using rivets and a M-in. gusset plate. 

From Table 1, page 133, working stresses for one rivet are as follows: 


Single shear = 4600 lb. 
Double shear = 9200 lb. 

Bearing on 34-in. plate = 


(Single shear 5000 lb. 
(Double shear 6250 lb. 


In member ah the rivets are in single shear, and the number of rivets 
required is ~ 2. In member cb the rivets are in double shear, so 

that the bearing value on the 34-in. plate governs the strength of one rivet. 
The number required is ® 5 % 2 5 o “ 2. Since the lower chord de is continu- 
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OU8 across the joint, only the difference in stress between the parts dh and 
he need be provided for by the rivets; since these arc in double shear, the 
strength of one rivet is equal to the bearing value on the plate, and 


39,800 - 33,000 
6250 


2 rivets are required. Not less than two rivets should 



33^000 


ever be used in any one member. Also, whenever possible, a rivet should 
be placed at the intersection of the members which meet at the joint. The 
required rivets in this design are placed as shown m Fig. 102, the extra rivet 
in the lower chord being used to avoid too great a distance from the edge 
of the plate to the nearest rivet in the lower-chord angles. 


107. Welded Gusset-plate Connections. In designing a 
wt'lded gusset-olate connection all that is necessary is to divide 



Section A* A Section B‘B 

(a) (b) (C) 

Fig. 103. 


the stress in each member by the strength of the fillet per linear 
inch to determine the total length of fillet required. For a 
symmetrical member the total length of fillet is placed sym- 
metrically with respect to the center line of the member, as 
shown in Fig. 103, which shows the connection of a channel to a 
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plate. ^ If the plate is wide enough, one-half of the required 
fillet is placed along either flange of the channel, as shown in a; 
in this case there is no limit (other than practical considerations 
in laying the fillet) on the thickness of the fillet to be used. 
If the arrangement shown in (a) does not give suflicient fillet 
length, the fillet can be run down the end of the channel, as shown 
in (h ) ; here the size of the end fillet is limited by the thickness 
of the channel web. If the arrangement shown in (b) still does 
not give sufficient length of fillet, an additional fillet can be laid 
against the back of the web of the channel and against the edge 
of the plate as shown in (c) ; the size of the latter fillet cannot be 
greater than the thickness of the 
plate. 

If the member to be connected is 
not symmetrical, the total fillet 
length is so arranged as to make the 
center of gravity of the fillets coin- 
cide with the center of gravity of 
the member, in order to avoid eccen- 
tricity in the connection. Figure 104 shows the connection of an 
angle to a plate. The total length of fillet required is 



in which / = the allowable stress in the fillet per linear inch. 

S = the total stress in the angle. 

The thickness of the fillet is limited by the thickness of the 
angle. The total required length L is divided between the two 
edges in two lengths Li and L 2 in such a way that the center of 
gravity of these lengths coincides with the center of gravity 
of the angle. The stress taken by the weld of length Li is Lif 
and by the weld L 2 is L 2 /. Taking moments about the back 
of the angle, 

Ll/d = = Lfx 

X 

^ In Fig. 103 the plate is one flange of a rolled column section. 



( 2 ) 



154 


ELEMENTARY STRUCTURAL ENGINEERING 


Similarly, 

L. = l| (3) 

The lengths actually used should be at least 3'^ in. greater than 
the theoretical, in order to allow for the crater that forms at the 
ends of the welds. In many trusses, gusset plates may be 
eliminated by lapping the members to be joined at any joint. 
Thus in the joint shown in Fig. 102, by making the lower chord 
of an inverted T shape, the diagonal angles can be welded directly 
to the stem of the T. The two diagonals will have to be spread 
a little to make room for them and their welds on the T, but the 
slight eccentricity that results at the joint is not serious where 
comparatively small stresses are involved. 


6/00 6750 



Example, Design a welded connection for the joint shown in Fig. 102, 
assuming that the diagonal members remain the same but that the lower 
chord consists of a half of an I-beam as shown in Fig. 105. The size of all 
fillets will be 34 in., as limited by the thickness of the angles. From Table 
2, page 135, the working strength of a 34-hi. fillet is 2000 lb. per lin. in. 

From equations (1), (2), and (3), the following weld lengths are computed: 



Stress 





1 

Theoretical 

Actual 

Member 

in each 

I/, in. 

d, in. 

Xj in. 

Vf in. 






angle 





Li 

L2 

Li 

Li 

ah 

6100 

3.05 

2H 

0.72 

1.78 

0.88 

2.17 


3 

be 

3400 

1.70 

2 

0.59 

1.41 

0.50 

1.20 

1 

2 


The arrangement of the members and the details of the welds are shown 
in Fig. 105. 
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108. Riveted Beam Connections. The most common type 
of connection which is used where a simple beam frames into 
the web of a girder is shown in Fig. 106. This is called a web 
connection. The number of rivets required in the web of the 
beam is equal to the maximum end reaction or shear in the beam 
divided by the allowable stress for one rivet in bearing on the 
web of the beam. These rivets 
are also in double shear, so that 
the shearing value of one rivet is 
usually much greater than the 
bearing value. In Fig. 106 the 
rivets in the outstanding legs of 
the connection angles through the 
web of the girder are in single 
shear and in bearing on the girder 
web or on the leg of the angle. The number of rivets required 
here is equal to the beam shear divided by the governing rivet 
value. 

If there is a beam on each side of the girder web, in the same 
location, the number of rivets required through the girder web 
should be computed first by dividing the individual beam shears 
by the single-shear value of one rivet and then by dividing the 
combined beam shears by the bearing value 
of one rivet on the girder web ; the larger of 
these two numbers of rivets should be used. 
If the two beams are of different depths, 
as shown in Fig. 107, the rivets passing 
through the web of the girder must be 
arranged so that: (1) there are enough 
rivets in each pair of connection angles to 
satisfy the single-shear requirement for the particular beam 
which is connected by each pair of angles; (2) there are 
enough rivets in the entire connection to satisfy the bearing 
requirement for the girder web; (3) the rivets are spaced 
so that no rivet will be too close to the lower flange of the shal- 
lower beam, which would interfere with the placing and driving 
of that rivet. 




Fig. 106 . 
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If the upper surface of the top flange of the beam is above, at, 
or near the same elevation as the top flange of the girder, the 
top flange of the beam must be cut away, or coped, as shown in 
Fig. 108. A shorter connection is then necessary, and a check 
should be made to insure that there is sufficient length in which 
to place the required number of rivets. 

Connections of the type described above (web connections) 

may also be used where a beam frames into either 

[g the flange or the web of a column. If the beam 
, which frames into the web of a column has a wider 
' 4 - 1 - flange than the clear depth of the column web, the 

corners of the beam flanges can be coped to clear 
Fio 108 . column flanges. If the beam frames into the 

flange of the column, the arrangement of rivets 
must be made so that the web of the column will not interfere 
with the placing and driving of the rivets. 

The size of the angles used in web connections varies some- 
what with the size of the beam. The legs of the angles must 
be large enough to permit placing and driving the rivets in the 
outstanding legs after those in the legs which rest against the 
beam web have been placed. If only one row of rivets is required 


' ^ 

II 4 1 

\ , 

1 

"W 

3 ^ Seoft^ 4x3^x^x6}g, 

i— ^4 1 1 


in each leg, for rolled beams c/ip/.4xZi.%.6"lg. 

greater than 10 in. in depth 4- = 

by 33^^-in. angles are satisfac- '"TO 

lory, with a thickness of llI i 

J'lQ in. For beams 10 in. or 

less in depth, it is generally J^Seaf^4x3Jxpe7g,- 
necessary to place the rivets — > b:::-, = 

in the beam web in two gage 

lines, and 6- by 4- by %-in. angles, with the 6-in. leg along the 
web of the beam, are usually used. 

Another type of connection which is sometimes used where a 
beam frames into a girder or column is shown in Fig. 109. This 
is called a seated connection. The seat angles are designed to 
carry the entire end reaction of the beam. Light clip angles 
are used either along the web of the beam as shown in Fig. 109 
or above the top flange of the beam merely to steady the beam 
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and resist lateral movement. This type of connection can be 
used in beam-to-girder connections only when there is sufficient 
web depth in the girder to provide for the seat angle; it is of 
particular advantage in beam-to-column connections where 
shallow column sections or narrow-flange column sections are 
used, in which cases it might be difficult or impossible to use a 
web connection. For the larger beam reactions it is generally 
necessary to stiffen the seat angle by a pair of 
short vertical angles as shown in Fig. 110. 

Examples. 1. The beam in Fig. 106 is a 12 X 8 
wide-flange section, weighing 40 lb. per lin. ft., with 
an end shear of 14,000 lb. The girder into which it 
frames is an 18 X 73^ wide-flange section weighing 
47 lb. per ft. Design a web connection for the beam, 
using J^-in. rivets and allowable stresses as given on 
page 133. 

The thickness of the web of the beam is 0.294 in., and that of the girder 
is 0.350 in. The bearing value of one rivet on the web of the beam, at 40,000 
p.s.i., is 0.294 X 40,000 X H — 10,300 lb. The number of rivets required 
is 14,000/10,300 = 2. The bearing value of one rivet on the web of the 
girder, at 32,000 p.s.i., is 0.350 X 32,000 X - 9800 lb., and the single- 
shear value is 9020 lb. The number of rivets required through the web of 
the girder is 14,000/9,020 = 2. At least two rivets should be placed in each 
connection angle; hence, a minimum of four rivets should be placed through 
the girder web. A standard connection for a 12-in. beam, as given in the 
steel manufacturers^ handbooks, uses three shop rivets through the web 
of the beam and three field rivets in the outstanding leg of each 4 X 33^ X 
%-in. connection angle. The standard connection is detailed in Fig. 106. 

2. Design a riveted seated connection for the beam in Example 1. The 
only rivets that are required are those in the vertical leg of the seat angle 
through the web of the girder. The value of one rivet is governed by the 
strength of the rivet in single shear, and as in Example 1 two rivets are 
required. Two rivets would also be placed in the outstanding leg of the seat 
angle, one passing through the flange of the beam on each side of the beam 
web. A 4 X 3}^ X 3^ seat angle 8 in. long will be satisfactory. There 
is just about enough depth in the web of the girder to allow for the placing 
of the seat angle without having to cope the top flange of the beam, provided 
that the beam does not have to be set at any given distance below the top 
flange of the girder. The length of bearing necessary to prevent crippling 

of the web of the beam (see Art. 65) is 24 000^X^294 ~ 4 * 

distance k being obtained from the steel manufact\irers' handbooks. Much 
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more than this is furnished by the 3J^-in. leg of the connection angle, even 
though the full width of this leg is not considered effective in bearing because 
of its lack of stiffness. A single clip angle 4 X X Hg in., 6 in. long, 
with two rivets or bolts in each leg, will be sufficient to steady the beam. 

109. Welded Beam Connections. Welded beam connections 
are mostly seated connections, because of certain practical 
difficulties (caused by required erection clearances) in making a 
web connection. The total length of fillet reciuired to connect 
the seat angle to the web of the girder or column is determined 
by dividing the beam shear by the strength of the fillet per linear 
inch. The fillet can be placed in several ways: (1) All of it can 
be placed along the bottom of the vertical leg of the seat angle 
against the web of the girder; (2) half of it can be placed 

along each end of the seat angle ; (3) part 
of it can be placed along the bottom of 
the vertical leg of the seat angle and the 
remainder divided ecpially between the 
two ends of the angle. A short tack 
weld should be placed along each edge of 
the beam flange against the outstanding 
l('g of the seat angle in order to steady 
the beam, and a short clip plate should be welded to the 
beam web with its end welded to the girder web for additional 
lateral support. Figure 111 shows a typical welded connection 
in which all the reejuired fillet is placed along the bottom of 
the vertical leg of the seat angle. 

110. Eccentric Riveted Connections. As stated in the pre- 
ceding paragraphs, if uniform stress in a joint is to be obtained 
it is necessary that the lines of action of the various members 
connected pass through the center of gravity of the rivets used 
for the joint. This condition is not, however, always practically 
possible to obtain, and it is necessary in such easels to determine 
the actual distribution of stress. 

Figure 112a represents a simple eccentric riveted connection. 
The line of action of the force P produces a bending moment 
about the center of the connection, rivet By equal to Pe, and the 
outside rivets A and C at the connection arc each subjected 
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to a bending stress of Pe 4 - 2Z in addition to their proportional 
part of the direct stress due to the load P. The stress due to* 
bending acts normal to the radii from the center of the group of 
rivets, downward for rivet A and upward for rivet B (see Fig. 
112c). 

Assuming that all the rivets are J^-in. power-driven rivets in 
single shear at 12,000 p.s.i., that the distance Z is 6 in., and 
that the angle between the two members is as indicated on the 



diagram, c = 3,18, Pr = 3.18P, and tho bonding stress on rivols 
A and C is 0.265P. "J'hc' resultant stress on rivet A is 0.526P 
(Fig. 112c), which is greater than the resultant stress on rivet C. 
The maximum load that this rivet can carry is 7220 lb. so that 
the force P cannot exceed 13,730 lb. In a connection such as is 
shown in Fig. 1126, where no bending stresses are present, the 
allowable force P is 3 X 7220 = 21,660 lb. The increased 
capacity of a joint where moment is eliminated at once becomes 
apparent. 
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In Fig. 113 the plate is riveted to a large, relatively stiff 
member. The line of action and amount of stress in the other 
member connected to the plate are represented by P. The 
rivets connecting this member to the plate are assumed to be 
in the line of action of the member and arc not shown. If C 
represents the center of gravity of the group of rivets and e the 
normal distance from C to the line of action of the force P, then 
the plate is subjected to a turning moment equal to Pe. This 
moment causes an additional bending stress on each rivet which 
is proportional to the distance of the rivet from the center of 

gravity of the group. Let Vo rep- 
resent the bending stress on any 
rivet at a unit distance from C, 
and r the bending stress on any 
rivet at a distance z from C. Then 
r = TqZ, and the moment of resist- 
ance of this stress is = 
ro(T2 -(- ?/2) where x and y are the 
corresponding components of z. 
Since the total resisting moment is equal to the turning moment, 

ro(Sx2 + Xy^) = Pe 

and 

Pe 

~ 

When To is known, the value of r for any rivet may readily be 
determined from the relation r = VoZ. The direction of this 
stress is normal to the radius from the center of gravity to the 
rivet. The bending stress may be combined with the direct 
stress to determine the resultant stress on the rivet. In Fig. 113, 
A is obviously the most stressed rivet, for the two forces acting 
upon it are nearly parallel and in the same direction. Th(i 
bending stress on B has the same value as that on A but it acts 
in the opposite direction, so that unless the bending stress is 
greater than the direct stress it will be the least stressed rivet 
of the whole group. 

Example. Determine the maximum stress on the critical rivet of the 
group of 10 rivets which connects the bracket shown in Fig. 114 to the 
column. 
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The center of gravity of the group is midway between the two central 
rivets. The value of x is 2^ in. for each rivet, and the value of y is zero, 
for the two central rivets, 8 in. for the four outer rivets, and 4 in. for the 
remaining four rivets. The maximum stress occurs on one pf the corner 
rivets in the group. 

20,000 X 10 


ro 


505 lb. 


10 X (2?4)* + 4(4* + 8*) 

When the load on the bracket is vertical, as in this case, it is simpler to com- 
pute the vertical and horizontal components of r, because the direct stress, 
which is vertical, can bo added to the vertical component of stress on the 
critical rivet. This vertical component can then be 
combined analytically with the horizontal component 
of r to determine the resultant stress. The horizontal 
component rn is equal to ro?/ and the vertical com- 
ponent rv is equal to r^x. 


rjf * 505 X 8 = 4040 lb. 
rv = 505 X 2% * 1390 lb. 


The total vertical component of stress on 

20,000 


critical rivet is 1390 4- ■ 


10 


the 

3390 lb., and the 



resultant stress is -v/ 4040* •+• 3390* = 5270 lb. 

If ?^-in. rivets are used and if the allowable unit shearing stress on the 
rivet is 13,500 p.s.i., the strength of one rivet in single shear is 5960 lb., and 
the arrangement of rivets as shoAvn in Fig. 114 is satisfactory. Actually, 
a slightly smaller rivet spacing could have been used if it were desired to 
reduce the depth of the bracket. 


111. Steel Truss Bearings. Very light roof trusses could rest 
directly on the wall, the bearing plate being fastened to the lower 
chord angles. Thi^ type of bearing creates a bending stress in 
the chord member and results in an unequal distribution of the 
pressure on the wall. A more satisfactory type of bearing for 
medium-size trusses is shown in Fig. 115. The gusset plate is 
extended below the lower chord, and a pair of angles (shoe angles) 
is riveted to the lower end of the plate. A horizontal plate 
(sole plate) is riveted to the outstanding legs of the angles, the 
lower heads of the rivets being countersunk to permit this 
plate to rest smoothly on another plate (bed plate) beneath it, 
which transfers the load to the wall. The bed, or wall, plate is 
anchored to the wall by means of anchor bolts. The anchor 
bolts project up through the sole plate, but the holes in the 
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sole plate for these bolts are slotted to permit the whole truss 
to move slightly as the length of the truss changes owing to 
temperature variations. The design of the component parts of 
this bearing is in accordance with principles already explained. 

Heavier trusses, such as bridge trusses, and girders should be 
provided with pin bearings to secure uniform pressure on the 



Fig. 115. 


walls or piers, and at one end large rollers or rockers should be 
placed under the lower part of the bearing to provide for move- 
ment caused by expansion and contraction. The details and 
design of such bearings are beyond the scope of this 
book.^ 

1 See the authors^ “Design of Steel Structures, McGraw-Hill Book 
Company, Inc. 
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STEEL SPLICES 

112. Splices for Maximum Efficiency. When two steel plates 
in tension are to be spliced, they can be lapped at the ends, as 
shown in Fig. 116, or the ends can be butted together and two 
splice plates placed across the joint, one on either surface of the 
main plates, as shown in Fig. 117. If the width of the splice 
plates is the same as that of the main plates, obviously the 
thickness of each splice plate must be at least one-half that 
of the main plates, since each splice plate carries across the 
joint one-half the stress in the main plates. Actually, each 
splice plate should be slightly thicker than one-half the thickness 
of the main plates, as the following analysis will show. The 
number of rivets required is determined by dividing the stress 
in the plates by the strength of one rivet. 

A tension joint might fail because of inadequate riveting or 
because of overstressing the net section of the plates. Failure 
due to inadequate riveting can be avoided by placing enough 
rivets in the splice so that the rivets can take more stress than 
the net section of the i)lates can take. The main plates are 
stronger beyond the splice than they are at the splice, where 
holes are cut out for rivets. The rivets in the splice should be 
so arranged, thcjrefore, as to cause the strength of the plates at 
the splice to approach as nearly as possible the strength of the 
plates beyond the splice. The strength of the splice (in the way 
it will fail), divided by the strength of the gross section of the* 
main plates beyond the splice, is called the efficiency of the splice. 

For the lap splice shown in Fig. 116, the net width of plate a 
at section 1 is the gross width minus 1 rivet-hole diameter. 
Plate a is carrying the full stress at this section, and the maximum 
safe value of this stress is the net width times the thickness 
times the allowable unit stress in tension. At section 2 the net 
width of plate a is the gross width minus 2 rivet-hole diameters. 
The stress in plate a at section 2 is less than the stress at section 1 
by the amount of stress that the rivet in section 1 has removed 
from this plate and transferred to plate 6. Hence, the maximum 
safe stress in plate a, as governed by the strength of the plate 
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at section 2, is equal to the strength of the net section at 2 plus 
the value of the rivet in section 1. Similarly, the maximum safe 
stress in plate a, as governed by the strength of the plate at 
section 3, is equal to the strength of the net section at 3 plus 
the values of the three rivets in sections 1 and 2. The safe 
strength of the plate a will be governed usually either by section 1 
or by section 2. Section 4 need not be investigated since the 
net area of the plate is the same as in section 3, and the total 

stress in the plate is less by the 
Plafesl:2x/Q Qf three rivets in sec- 

tion 3. The same analysis holds 
for plate 6, with the sections num- 
bered from the right end of the 
splice. The strength of this splice 
is obviously greater than if the 
required number of rivets had 
been placed in transverse rows 
with the same number of rivets in 
each row; hence, the efficiency is greater. Both plates are 
trimmed at the ends as shown in Fig. 116, to avoid curling of 
the corners. 

A similar analysis can be made for a butt splice. Here, 
however, the critical net section of the splice plates is in the 
row of rivets nearest the center of the splice, because the splice 
plates are carrying the full stress and their net width is a mini- 
mum at this section. Hence, in order that the splice plates will 
not govern the strength of the splice, the thickness of each splice 
plate should be slightly greater than one-half the thickness of the 
main plates. 
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Examples. 1. A tension member consisting of a single plate 12 in. wide 
and % in. thick is to be spliced to a similar section with J^-in. rivets. Design 
and sketch a joint of maximum efficiency, using the following unit working 
stresses: tension 18,000 p.s.i. ; shear in rivets 12,000 p.s.i. ; bearing 24,000 p.s.i. 

The effective diameter of one rivet hole is = 1 in. The bearing 

value of one rivet is 24,000 X K X ^8 ~ 13,100 lb., and the single-shear 
TT X (1^)^ 

value of one rivet is ^ — X 12,000 = 7230 lb. Placing the rivets 

as shown in Fig. 116, the following investigations are made: 
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Section 1: Net area of plate a 5^(12 — 1) « 6.88 sq. in. 

Safe stress in plate a — 6.88 X 18,000 « 124,000 lb. ' 

Section 2: Net area of plate a « 5^(12 — 2) =* 6.25 sq. in. 

Safe stress in plate a = 6.25 X 18,000 + 7230 = 119,730'lb. 

Section 3: Net area of plate a = 5^(12 — 3) * 5.62 sq. in. 

Safe stress in plate a = 5.62 X 18,000 -|- 3 X 7230 =* 122,690 lb. 

The safe stress in the plates is therefore governed by section 2, the value 
being 119,730 lb. The number of rivets required is 119,730/7230 =* 17. 
With one additional row of 3 rivets, the arrangement in Fig. 116 provides 
a total of 18 rivets. The safe stress in the plates beyond the splice is 
12 X X 18,000 = 135,000 lb., and the efficiency of the joint is 
119,730/135,000 - 0.885 or 88 per cent. 
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Fig. 117. 


2. Two tension plates 18 in. wide and % in. thick are to be spliced by two 
plates 18 X Jie in., using J'^-in. rivets. Design and sketch a splice for 
maximum efficiency, using allowable unit stresses as follows: tension 16,000 
p.s.i.; shear in rivets 12,000 p.s.i.; bearing 24,000 p.s.i. 

The bearing value of one rivet on the main plates is 24,000 X % X * 

TT X 

15,700 lb., and the double-shear value is 2 X — X 12,000 = 14,440 

lb. For the arrangement of rivets shown in Fig. 117, the following analyses 
are made: 

Section 1: Net area of plate a = ?^(18 — 1) — 12.75 sq. in. 

Safe stress in plate a = 12.75 X 16,000 = 204,000 lb. 

Section 2; Net area of plate a = (18 — 2) = 12.00 sq. in. 

Safe stress in plate a = 12.00 X 16,000 -f 14,400 = 206,440 lb. 

Section 5: Net area of 2 splice plates = 2 X KeClS — 4) = 12.25 sq. in. 

Safe stress in 2 splice plates = 12.25 X 16,000 = 196,000 lb. 

The safe stress in the main plates is governed, therefore, by the strength 
of the splice plates, the value being 196,000 lb. The number of rivets 
required in the splice on cither side of the joint is 196,000/14,400 =* 14; 
with the arrangement shown in Fig. 117, 14 rivets are furnished. The 
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safe strength of the main plates beyond the splice is 18 X X 16,000 ~ 

216.000 lb., and the efficiency of the joint is 196,000/216,000 « 0.908, or 
90.8 per cent. 

113. Boiler and Tank Riveting. Work requiring riveted 
joints is of two general kinds, structural work and boiler or tank 
work, each of which has different specifications for the riveting. 
Rivet holes are made 3^^ in. larger than the nominal size of the 
rivet. In structural work, on account of the variation permitted 
in the fit of the holes in any two plates joined by rivets, the 
nominal size of the rivet is used in computing bearing and shear- 
ing strengths. In boiler, tank, and pipe riveting, specifications 
require that the holes in the plates shall be concentric; thus, the 
size of the finished rivet (diameter equal to diameter of hole) is 
used in the computation of bearing and shearing strengths. In 
structural work, because of the tearing of the fibers around 
punched holes, in the computation of net art^as of plates the 
diameter of the hole is considered to be in. larger than the 
nominal diameter of the rivet, wh(*reas in boiler work, since 
the holes are usually drilled or reamc'd, the actual diameter of 
the hole larger than the nominal size of the rivet) is 

used in net-area computations. 

For boiler-plate riveting the American Society of Mechanical 
Engineers Boiler Code gives allowable unit stresses as follows: 
tension, net section, 11,000 p.s.i.; shear on rivets 8800 p.s.i.; 
bearing 19,000 i).s.i. For tanks, somewhat larger stresses are 
used ; but these are generally smaller than the stresses ordinarily 
specified for structural riveting. The principles outlined in the 
preceding article may be adapted to the design or investigation 
of a splice in boiler or tank plates, these splices usually being 
made with fewer rivets in the outer rows of the splice in order to 
increase the efficiency of the joint. 

Examples. 1. Two J^-in. plates of a eylindrioal tank are joined longi- 
tudinally by a lap joint with three rows of rivets. The pitch of the 

rivets in the outer rows is 4)2 In., and in the center row 2J4 in. It is required 
to find the strength per linear inch of joint if the allowable stresses are 

12.000 p.s.i. in shear, 24,000 p.s.i. in bearing, and 16,000 p.s.i. in tension. 
There are four rivets in a 43^-in. length of joint (two in the center row and 
one in each of the outer rows). The bearing strength of one rivet on the 
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^-in. plate is ijfe X ^ X 24,000 « 7300 lb., and the shearing strength 
of one rivet is X x X X 12,000 =■ 6240 lb. The strength of the 

four rivets is therefore 4 X 6240 = 24,960 lb., and, so far as the rivets are 
concerned, the stress in the plate cannot exceed 24,960/4.5 « 5550 lb. per 
lin. in. 

The net section of the plate in the outer row of rivets, for a 4J^-in. width, 
is (4^ — = 1-38 sq. in., and the allowable stress in the plate per 

linear inch of splice is (1.38 X 16,000) /4.5 — 49201b. The net section of the 
plate in the center row of rivets, for a 4J^-in. width, is (4}^ — 2 X 
= 1.08 sq. in., and the allowable stress in the plate for a 4J^-in. width is 
1.08 X 16,000 = 17,250 lb. 

However, the actual stress in the plate at this section for the 4J^-in. width 
is less than the stress in the same width of plate beyond the joint by the 
amount of stress which one rivet in the outer row has transferred to the other 
plate (6240 lb., as governed in this case by the strength of the rivet in single 
shear). The total stress in the plate beyond the splice can therefore be 
(17,250 + 6240) /4.5 = 5220 lb. per lin. in., without overstressing the net 
section of the plate at the center row of rivets. The total stress in the plate 
is governed, therefore, by the strength of the net section in the outer row of 
rivets (compare 5550, 4920, and 5220 lb. per lin. in.) and is 4920 lb. per lin. in. 

2. It is required to find the safe unit pressure in pounds per square inch 
whic.h can be applied to the inside of the tank in Example 1, if the inside 
diameter of the tank is 60 in. For a 1-in. length of tank the total tension 
in the plate cannot exceed 4920 lb. 'The actual tension per linear inch 
which is caused by a unit pressure p (pounds per square inch) is equal to 
yi X p X d, in which d is the diameter of the tank in inches. Hence, 

4920 = 3^ X p X 60 

from which p = 164 p.s.i. 

114. Joints in Concrete Structures. Concrete structures are 
generally poured as a unit, in which case the individual members 
are continuous at the joints and provision is made by proper 
placing of the reinforcement for the negative moments at these 
joints. The arrangement of the reinforcement is a part of the 
design of the members themselves, and no special joint investiga- 
tion is necessary. Occasionally, some members are poured after 
the main structural framework is completed, in which case 
grooves or recesses are formed in the main frame which serve as 
supports for the latter members. Dowels are placed in the main 
frame, extending across and projecting beyond the grooves to 
serve as ties or anchors for the new members. 



CHAPTER VIII 


PLATE GIRDERS^ 

116. Types. Plate girders arc used extensively in every form 
of steel construction because of their adaptability. They resist 
transverse bending like beams, but they are used for heavier 
loads, for longer spans, or for conditions for which single rolled 
beams are not so well adapted. Each is made with a web plate 

to which flanges are riveted or welded 
at the top and bottom edges; the most 
common forms of cross-section are as 
shown in Fig. 118, type a being welded, 
the others being either riveted or welded. 

116. Depth. The depth of a plate 
girder is often predetermined by spe- 
cific requirements. Within practical 
limits, flanges may be designed for any 
depth of girder; the deeper the girder 
for a given load and span, the lighter 
the flanges will be. The most practical depth varies from 
one-seventh the length for short spans to one-twelfth the length 
for long spans; in the absence of other data, an average depth 
of one-tenth the length may be chosen. The maximum depth 
is limited to about 10 ft.-6 in. or ll-ft.-O in. by shipping clear- 
ances. The depth of the web plate is usually a multiple of 2 in. 
and preferably a multiple of 6 in. Flange angles are usually 
placed so that they project yi in. beyond the edge of the web to 
avoid the necessity of chipping projections in the plate resulting 
from imperfect shearing at the mill. In case such projection 
might leave a rain pocket exposed to the elements, as in an 
outdoor girder without cover plates, the angles are made flush 

^ Most of this chapter has been taken from “Civil Engineering Handbook,” 
L. C. Urquhart, editor-in-chief, Sec. 6, Steel Design, by Carlton T. Bishop, 
Associate Professor of Civil Engineering, Yale University. 
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with the top of the web. Thus, the dept)i from back to back of 
flange angles is either or more than the nominal deptt 

of the web plate. 

117. Web Thickness. The usual thickness of the web of a 
plate girder is to in., with a minimum of Hto or Heo of 
the clear distance between flange angles (or sometimes l^he 
square root of this distance). The web plate must have sufiicient 
area to resist the maximum shear. The maximum shear intensity 
at the neutral axis is substantially equivalent to the value found 
by dividing the maximum shear by the gross area of cross- 
section of the web plate, the flange angles and cover plates being 
neglected; this shear intensity should not exceed 12,000 p.s.i. 
or other value specified (see Art. 21). The web plate should 
also be thick enough to furnish sufficient bearing for the flange 
rivets and sufficient strength between rivets, as explained 
later. 

118. Flange Angles. The angles most used for plate girders 
are 6 by 4, 6 by 6, 8 by 6, and 8 by 8; smaller sizes are not used 
so much as they were before the larger rolled girder beams were 
available. The uneqyal-legged angles preferably should be placed 
with the shorter leg against the web and the longer leg outstand- 
ing, because the strength of the girder is greater that wa}^ both 
vertically and horizontally. Occasionally, however, it is neces- 
sary to have the longer leg against the web to provide for 
adequate riveting. When angles are used in the compression 
flange without cover plates, the thickness of each must not be 
less than Ko or M 2 f^he length of the outstanding leg. 

119. Cover Plates. Cover plates are used to give additional 
strength in case 6 by 4 by M or 6 by 6 by M angles are insufficient ; 
8 by 8 angles are seldom used without cover plates; 14- (or 13-in.) 
plates are used with 6-in. angles, and 18-in. plates with 8-in. 
angles. The area in the cover plates should not exceed that in 
the angles, unless 6 by 6 by M or larger angles are used, and no 
cover plate should have a thickness greater than the angles. 
For convenience, the plates of each flange are treated as a single 
plate in the design; but if the total thickness exceeds the maxi- 
mum punching thickness in riveted work (generally ^ in.), it 
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is subdivided so that each plate is at least in. and not more 
than the punching maximum; usually the smallest number of 
plates conforming to these limits is used, in order to save the 
cost of extra handling and punching. The plates should be of 
the same thickness, unless metal may be saved by making one 
plate J'fe l^ss than the others, in which case the thicker 
plates should be next to the angles. If two plates are used in 
each flange of a welded girder, one should be made at least 1 
in. wider than the other to facilitate welding. 

120. Methods of Design. Girders may be designed by the 
moment-of-inertia method or by the flange-area method; either 
method is permitted by some specifications, but only the former 
method by others. Unless exhaustive tables of moments of 
inertia of plate girders are available, this method of design is 
likely to be tedious; it is often quicker to use the flange-area 
method first and then, if necessary, verify the size thus deter- 
mined by the moment-of-inertia method. The weight of the 
girder is the weight of the main component parts plus about 
10 per cent to allow for stiffeners, fillers, rivet heads, and other 
details. The weight of the web plate can be found at once, but 
i:i the preliminary design the weight of the angles must be 
assumed; if cover plates are usc'd, they may be assumed to weigh 
about the same as the angles. In the final design, the weight 
of the girder should be found from the sizes resulting from the 
preliminary design. 

121. Moment-of-inertia Method. This is an application of 
the formula for flexure, M = file (see Art. 55). Holes for rivets 
in the tension half of the girder we aken that half and nmst be 
considered in find i ng the moment of inertia, unless the girder 
is to be welded or is designed by specifications that permit the use 
of the gross section. For an unsymmetrical girder, as type d 
(Fig. 118), it is necessary to find the center of gravity of the cross- 
section in order to locate the neutral axis, and to consider the 
strength of the girder as determined both by the tension half 
and by the compression half. Gross area of the compression half 
must be not less than that of the tension half, but may be greater 
since the allowable unit stress is less. For a* girder with equal 
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flanges^ the strength js determined hx tension hal f is sub- 
stantially the same as if holes were ded ucted fro m bo th halves, 
the neutral axis being thus kept midway between the angles, no 
attention being paid to lack of symmetry when the top angles 
are flush with the edge of the web and the bottom angles project 

in. Similarly, the strength as determined by the compression 
half is found by assuming both halves alike, with no rivet holes 
deducted. 

The moment of inertia of the gross section of the entire girder 
about the neutral axis is found by combining the moments of 
inertia of the different component parts about the same axis. 
The moment of inertia of the net section is found by deducting 
the moments of inertia of the holes from the moment of inertir. 
of the gross section. The moment of inertia of the web plate 
is ^i 2 tdu,^ where dw is the depth of the web. The moments of 
inertia of the other component parts arc found by transfer from 
one axis to another (see Art. 5). For a given area, the moment 
of inertia about an axis through the center of gravity is less 
than about any parallel axis; the moment of inertia about a 
parallel axis la is found from the moment of inertia about the 
gravity axis Ig by adding the product of the area and the square 
of the distance x between the two axes, or The 

moment of inertia of one angle about its own center of gravity 
may be found from the usual table of properties. The moment 
of inertia of the cover plates may be taken as if all the plates 
of each flange were combined; the moment of inertia about 
the center of gravity of this plate may be neglected, because the 
Ig — hd'^/\2 is relatively small when d is the smaller dimension; 
the Ax’^ is important. 

The holes for the rivets which fasten the angles to the web are 
placed on the standard gage lines, two lines being used for 
6-in. legs or over. It is assumed that rivets in two lines will be 
staggered; near the point of maximum bending moment, the 
rivets will usually be far enough apart so that only the one 
nearest the back of the angle need be considered. The area 
of this hole is the combined thickness of the web and the two 
angles multiplied by the diameter of the hole, which is taken as 
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in. larger than the nominal size of the rivet. The moment of 
inertia is simply this area times the square of the distance from 
its center to the neutral axis, the moment of inertia about its 
own gravity axis being negligible. Similarly, two additional 
holes in each flange are deducted when cover plates are used, 
regardless of whether one or two rows are used in each angle; 
the combined thickness of angle and cover plate is used in flnding 
the area, and the distance from the neutral axis to the center 
of the hole may be found by subtracting one-half this thickness 
from the distance e. In case stiffening angles or splice plates 
are to be used near the section of maximum bending moment, 
holes should be taken out of the web plate at an average distance 
of about 4 in. apart, a little variation having relatively little 
effect. Stiffening angles are required if the clear distance 
between flange angl s is more than sixty times the web thickness, 

and at points of concentration. 

122. Design of a Girder by Moment-of- 
inertia Method. Design a plate girder with 
Fig. 119a. a span of 50 ft.-O in. to support three con- 

centrated loads of 130,000 lb. each placed at 
the center and quarter points of the span (Fig. 119a). The web is 
to be 72 in. deep, flange angles are to be 6X6 in., cover plates 14 
in. wide, rivets in. Allowable unit stresses are to be assumed 
as 12,000 p.s.i. in shear on the gross section of the web and 18,000 p.s.i. in 
bending on the extreme tension fiber instead of the values given in Art. 21 . 
The assumed specifications further stipulate that, if the distance I between 
lateral supports (the concentrated loads) exceeds fifteen times the width b of 
the flange, the unit stress in the compression flange must be not greater 
20,000 

than ■ — — t considering the moment of inertia of the gross section. 

^ 20006* 

In this case 12.5 X 12 does not exceed 15 X 14, and so the compression flange 
may be made the same as the tension flange. This specification differs some- 
what from the corresponding value in Art. 21. 

In designing a girder by the moment-of-inertia method, the angle and 
cover-plate sizes must be assumed and the investigation carried out to 
determine if the extreme fiber stresses are satisfactory. In this case, it will 
be considered that a preliminary design by the flange-area method described 
in Art. 123 was first made (see Art. 124) and that the resulting section con- 
sisted of a web 72 X Ht four angles 6 X 6 X and four cover plates 
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14 X H. This section will now be investigated to see whether or not it is 
satisfactory. The distance back to back of an^es will be made 72.5 in.^ 
thus making the angles project in. beyond the web plate to allow for 
proper placing of the cover plates. 

Rij (concentrated loads) 1.5 X 130,000 « 195,0001b. 

M (concentrated loads) = 195,000 X 25 — 130,000 X 12.5 =« 3,250,000 ft.- 

Ib. 

The weight of the assumed section, allowing 10 per cent for details, is 
1.1(92 + 4 X 28.7 + 2 X 59.5) * 360 lb. per ft. 

M (weight) * 3^ X 360 X 50* = 112,000 ft.-lb. 

Total moment M =* 3,362,000 ft.-lb. 

* 40,340,000 in.-lb. 

e = “2^ + 2 X g = 37.5 in. 

The net 7 required is obtaiiu'd from the equation 

M =f^< 
e 

40,340,000 = 18,000 X ^ 

67.0 

from which 7 =* 84,000 m.^ Fio. 1195. 

7 (web) = 3^2 X % X 72* = 11,660 in.-* 

7 (4 angles, see Fig. 1195) * 4(28 -f 8.44 X 34.47*) = 40,220 in.* 

7 (4 cover plates) = 2 X 14 X 1)^ (36.25 + 0.62)* = 47,590 in.* 
Total 7 of gross section = 99,470 in.* 

7 of holes through angles and cover plates = 4 X 1 X 2(37.5 — 1)* 

= 10,660 in.* 

7 of holes through angles and web = 2X1X1 J^sX 34* = 4,330 in.* 
7 of other holes in web (see Fig. 1195) = 2 X 1 X %(28* 

4- 24* -f- 20* -f 16* + 12* + 8* + 4*) = 1,680 in.* 
Total 7 of holes = 16,670 in.* 
Total 7 of net section = 99,470 — 16,670 = 82,800 in.* 

This is somewhat less than the 84,000 required, and so the girder should 
be strengthened by increasing the thickness of one cover plate in each flange 
by He in. This would increase the total net moment of inertia to 84,910 
in.* The first design is only 1.5 per cent under the required strength and 
would be considered sufficiently close by most designers. If the girder were 
welded instead of riveted, no deduction would be made for rivet holes. 

123. Flange-area Method. In this method, the stress in each 
flange is assumed to act at the center of gravity of the flange, 
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and a web equivalent is counted as flange area; thus the resisting 
moment is the moment of these two resultant forces, which form 
a couple. Different unit stresses are used in the two flanges as 
in the method just described, the tension flange being designed 
first for net section and the compression flange being made like 
it unless the distance between lateral supports is such that a 
larger compression flange must be used, considering gross sec- 
tion. In the tension flange of a riveted girder, one hole is 
deducted from each angle for the rivets which connect the angles 
to the web even if two rows of rivets are used, for they would be 
staggered and usually far enough apart in the vicinity of the point 
of maximum bending moment so that adjacent holes need not 
be considered. In case cover plates arc used, one additional 
rivet in each angle is assumed to be in the same cross-section. In 
a welded girder, there are no rivets connecting the component 
parts, but any holes provided for other connections should be 
deducted. 

The lever arm of the couple is the distance from center to 
center of gravity of the gross areas of the flanges and is called 
the ^^'ffective depth, dg. The gross area is used for convenience, 
for it is simpler and gives substantially the same results. In a 
girder without cover plates, usually the effective depth can be 
determined with sufficient accuracy from assumed values, for 
the position of the center of gravity of the angles docs not 
change greatly with different thicknesses; if the lengths of legs are 
known or assumed correctly, the effective depth may be assumed 
(to the nearest in.) as the distance back to back of angles 
minus twice the distance from the back of the outstanding leg 
to the center of gravity of an angle of intermediate thickness, 
say, or e in. When cover plates are used, a preliminary 
design is made with an effective depth equal to the nominal 
depth of the web plate dw if the vertical legs of the angles are 
shorter than the others, or 1 in. less than the depth of the web 
if the legs are equal. From the sizes of the angles and cover 
plates required in the trial design, the distance from the backs 
of the angles to the center of gravity of the gross areas of the 
angles and the cover plates may be determined and the effective 
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depth to be used in the redesign obtained. A depth greater 
than the distance back to back of angles should not be used. 

One-eighth the gross area of the web plate is counted as flange 
area. This takes into account the strength of the web acting 
as a rectangular beam. A plate without holes would have a 
resisting moment of and this would be used in a welded 

girder; by changing to it is assumed that the strength 
of the net section is ^ that of the gross section, which allows 
for 1-in. holes for flange rivets and for rivets about 4 in. apart 
in the stiffeners. By dividing by the effective depth dg and by 
the unit stress, the result is on the assumption that 

dxo/dg = 1. It is safe to make this assumption, because dg is 
usually less than dw and can exceed it only in heavy girders, where 
its effect is relatively small. 

The flange-area method may be summarized as follows: Let 
A' = area of angles and cover plates in one flange (net area for 
investigation of tension flange, and gross area for compression 
flange) . 

M ^fdg{A^ +}iidr,) (1) 

or 

- g ( 2 ) 

To design the tension flange: Divide the bending moment in 
inch-pounds by the allowable unit stress in bending (see Art. 21) 
and by the effective depth in inches (see page 174) ; subtract one- 
eighth the gross area of the web, leaving the net area A' required in 
the angles and cover plates [see equation (2)] ; find two angles the 
net area of which will equal or exceed the required area A' or one- 
half this area in case cover plates are to be used ; in taking net areas, 
one hole per angle is deducted when no cover plates are used and 
two holes per angle when cover plates are used, each hole being the 
product of the thickness of the angle by the diameter of the hole, 
which is taken as in. greater than the rivet diameter; deter- 
mine the net area required in the cover plates of one flange by 
subtracting from A' the net area of the angles used; find the 
net width of cover plate by subtracting the diameters of two 
holes from the plate width; find the total thickness of cover plates 
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of one flange by dividing the net-area required by the net width, 
expressing the result in a multiple of }4e If cover plates 
are used, a revised design is necessary, the corrected effective 
depth and weight being used; in the final design, the total thick- 
ness of cover plates may be subdivided into the smallest number 
of plates of equal thickness (or differing only if <5 in.), so that no 
plate shall be less than or more than the maximum punching 
thickness for riveted work. This punching limit does not apply 
to welded girders. The punching limit is usually % or some- 
times in. 

To design the compression flange: The method of design for the 
compression flange is essentially the same as for the tension flange, 
except that (1) gross areas of angles and cover plates are used 
in place of net areas; (2) the allowable unit stress in bending for 
the extreme compression fiber (see Art. 21) is used instead of that 
for the extreme tension fiber; (3) the equivalent flange area of 
the web is taken as instead of }'stdu, [sec equation (2)]. 

A larger section may be required for the compression flange than 
the tension flange, but nothing smaller should be used. 

124. Design of a Girder by Flange-area Method. Design a plate girder 
with a span of 50 ft.-O in. to support throe concentrated loads of 130,000 lb. 
each, placed at the center and quarter points of the span (Fig. 119a). The 
web is to be 72 in. deep, flange angles are to be 6 X 6 in., cover plates 14 in. 
wide, rivets % in. Allowable unit stresses are to be the same as specified 
in the design in Art. 122. The distance back to back of angles will be made 
72.5 in., as explained in Art. 122. 

Assuming that the web vill be in. thick, the angles in., and the area 
of the covers the same as the angles, and adding 10 per cent for details (rivet 
heads, stiffener angles, etc.,) the weight per foot is 1.1(92 + 2 X 1 X 
28.7) - 350 lb. 

Rl (concentrated loads) = 1.5 X 130,000 == 195,0001b. 


72.5 —-2X6 3 

The minimum allowable w'eb thickness is — - . ^ = - in. The 

luO o 


web thickness required for shear is 
J^-in. web will be used. 


195,000 + 350 X 25 
12,000 X 72 


= 0.235 in. A 


M (concentrated loads) =* 195,000 X 25 - 130,000 X 12.5 - 3,250,000 

ft.-lb. 
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M (weight) - X 350 X 25» - 110,000 ft.-lb. 

M (total) - 3,360,000 ft.-lb. = 40,^20,000 in.-lb. 

Assuming that dg is I in. less than the depth of the web, or 71 in., the total 
net area required in the tension flange is 


40.320.000 

18.000 X 71 


31.6 sq. in. 


The equivalent flange area of the web is X 72 X % 3.4 sq. in.; 

therefore, the angles and covers of the tension flange must furnish a net 
area of 31.6 — 3.4 = 28.2 sq. in. A %-in. plate is the maximum that most 
shops will punch full size, and so the angles will be made % in. thick. The 
net area of two angles, allowing for one hole (diameter =* 1 in.) in 

each leg of each angle, is then (8.44 — 2X?4Xl)~ 13.9 sq. in. The 
net area required in the cover plates is 28.2 — 13.9 = 14.3 sq. in. The net 
width of each cover plate, allowing for two 
holes in the same section, is 14— 2X1 =12 
in., and the total thickness of cover plates must 
be at least 14.3/12 = 1.19 in. The revised 
weight of the girder is 1.1 (92 -f 4 X 28.7 4- 2 X ^ cofpi' ^ 

59.5) = 360 lb. per ft.; the revised M (weight) ^ 

is 112,000 ft.-lb.; the revised M (total) is ^ 

3,362,000 ft.-lb. = 40,340,000 in.-lb. 

The distance from the back of the angles to the center of gravity of the 
flange section (see Fig. 120) is 


aofLSI6.dd 
j ,C.ofg, IP 

U 



2 X 8.44 X 1.78 - 17.5 X 0.62 

16.88 + 17.5 ~ 


The revised effective depth is 72.5 — 2 X 0.56 = 71.4 in., and the revised 
total net flange area required is 


40 ,^^ 00 _ 

18,000 X h.4 


31.4 sq. in. 


This is 0.2 sq. in. less than the original area, and it will be deducted from the 
area of the cover plates, making 14.1 sq. in. required in these plates. The 
revised thickness of the cover plates is then 14.1/12 = 1.17 in. or l^g in. 
This will be subdivided into one plate 14 X % and one plate 14 X Ke- 
if the girder were welded instead of riveted, no deduction would be made 
for holes and % of the web area would be used instead of 

The compression flange will be made the same as the tension flange; no 
investigation is necessary in this case, since the distance between lateral 
supports (12.5 X 12 = 150 in.) does not exceed fifteen times the flange width 
(14 in.)- If the investigation were required, it would be carried out as for 
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the tension flange, using, however, gross areas and an allowable unit stress of 

20,000 

Z* 

^ 200062 

126. End-connection Angles. The connection of a girder to 
the face of a supporting column or girder by means of connection 
angles is like a beam connection (see Art. 108), except that the 
connection angles are not in contact with the web but are 
separated from it by the vertical legs of the flange angles and 
by fillers of the same thickness. The rivets which pass through 
both connection angles and flange angles are usually fully 
developed in transmitting flange stress, as explained later, so 
it is well not to count upon them to carry part of the vertical 
reaction. The rivets which pass through loose fillers are not so 
effective as those which connect parts in direct contact, for the 
parts are more liable to slide and to bend the rivets. Specifica- 
tions commonly require that if rivets carrying stress pass through 
fillers, the fillers shall be extended beyond the connected member 
and the extension secured by enough additional rivets to develop 
the value of the filler. The number of riv(^(s in the angles, not 
counting those through the flange angles, is determined by the 
double-shear value, and the total number in the angles and fillers 
is at least the number determined by the bearing value on the 
web. This provides for no increase in number beyond those 
which would be used if the fillers did not extend beyond the 
angles, but the arrangement is better Ix^caiise the fillers are 
fastened to the web and the rivets are k\ss liable to bend. The 
extra rivets are placed opposite the rivets in tlu^ connection 
angles, although sometimes every other rivet is omitted. This 
spacing will usually provide extra rivets and is considered 
satisfactory. 

Example, Determine the number and arrangement of rivets 

required to connect the plate girder shown in Fig. 121 to a column, if the 
maximum reaction is 50,000 lb. and the allowable unit stresses are 12,000 
p.s.i. in shear and 24,000 p.s.i. in bearing. 

The number of rivets required in the angles through the web of the girder 
is 50,000/10,600 = 5, as determined by double shear. The number of rivets 
required in the angles and fillers, determined by bearing on the e-in. web is 
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50,000 4- 5630 = 9. The number needed in the fillers outside the angles is 
9 — 5 ss 4^ and five are used to provide excess strength and to simplify the 
spacing. The number required in the outstanding legs of the angles, through 
the flange of the column, determined by single shear, is 50,000/5300 »« 10. 
The details of the connection are 
shown in Fig. 121. 

126. End Stiffener Angles. 

When a girder rests on a sup- 
porting column, pedestal, or 
masonry, the shearing stresses 
in the web plate are tiansmit- 
ted to the support by means of 
end stiffening angles or stiff- 
eners. These angles act as col- 
umns restrained in one direction 
by the web; but this is not an 
important factor, since the stresses from the web are cumulative 
through the rivets and reach the full load only at the bottom 
rivet. The entire reaction is transmitted through the bearing 
of the stiffening angles on the outstanding legs of the flange 
angles. The required liearing area is found by dividing the 
reaction by the allowed unit stress in bearing; this is the same 
as the bearing value allowed for rivets in single shear unless a 
different value is specified. Since the ends of the stiffeners 
must be cut to clear the curved fillets of the flange angles, this 
portion cannot be counted in bearing, because contact cannot be 
avssured; and even if it could, the bearing on a curved surface 
would not be effective. The radius of the flange-angle fillets 
is }'2 in. in. for 8 by 8 angles); so unless the stiffeners are 
thicker than this amount, no part of the web legs can be counted. 
If the stiffeners are thicker than the curve fillet, the effective 
Ix'aring area can be takem as the gross area minus the area in 
contact with the fillet. The web legs are 3, 3)^^, or 4 in., unless 
a double row of rivets is required; then 6-in. legs are used. The 
outstanding legs are usually the largest commercial size which 
will not extend beyond the flange angles, but sometimes the same 
size is used even though the legs project beyond the flange 
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angles or have to be planed off. No part of the stiffeners which 
may project beyond the flange angles can be counted in bearing. 
The thickness of the stiffeners must be sufficient to give the 
required effective area; the minimum thickness is % in., or 
one-twelfth the length of the outstanding leg. Stiffeners are 
used in pairs, more than one pair being used if necessary. The 
outstanding legs are placed at the center of bearing preferably, 
as in Fig. 122a or 6. Sometimes they are placed at the extreme 
end of the girder, as in c, but full bearing cannot be assured with 
ordinary shop methods. When two pairs of stiffeners are 
placed at opposide ends of the bearing plate, as in d, the distri- 




Fig. 122. 


bution of stress is problematical; owing to the deflection of the 
girder, the inner pair is often assumed to take twice as much 
of the reaction as the pair at the extreme end. 

The number of rivets to be used is determined as in the pre- 
ceding article; fillers are made wide enough to extend under all 
stiffeners, allowing projections for additional rows of rivets. 
In a welded girder, plates are used instead of angles for stiffeners, 
the edges being welded to the web. The size of the plates is 
determined by bearing like the outstanding legs of the stiffening 
angles, and the number of linear inches of intermittent welds 
must be enough to carry the reaction. 

Example, Design the end stiffeners for the plate girder shown in Fig. 123, 
on the assumption that the maximum reaction is 360,000 lb. and the allow- 
able unit stresses are 13,500 p.s.i. in shear, 24,000 p.s.i. in bearing (smgle 
{hear), and 30,000 p.s.i. in bearing (double shear). Use %-m, rivets. The 
flange angles of the girder are 6 X 6 X 
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The maximum outstanding leg of each stiffener angle, for 6-in. flange 
angles, is 5 in., and four 5 X 33^ X angles will be assumed. These are 
placed in pairs, each pair back to back, one pair on either side of the web 
plate. Since the radius of the curve fillet in a 6 X 6 angle is in., the 
effective bearing area of each stiffener angle is the gross area minus the area 
in contact with the fillet (3.5 X = 1.75 sq. in.). The effective bearing 
area of the four angles is then 4(5.81 — 1.75) = 16.24 sq. in. The bearing 
area required is 360,000/24,000 = 15.0 sq. in., and the assumed angles are 
satisfactory provided they are milled at the bottom to fit tightly against 
the outstanding legs of the flange angles. 

The number of rivets required in the angles, not counting those through 
the flange angles, is 23 = 360,000/16,240, deter- 
mined by double shear. The number required 
in the angles and fillers is 32 = 360,000/11,480, 
determined by the bearing in the Jie-in. web. 

With the same number of rivets in each pair of 
angles, at least 24, or 12 in each pair, must be 
used; as a matter of detail, it is better to use an 
odd number, and so 13 are used, which allows the 
omission of alternate rivets in the extended fillers 
and intermediate stiffeners while symmetrical 
spacing is still maintained, so that the stiffeners 
are interchangeable instead of being rights and 
lefts. If the web plate is to be spliced, it is desir- 
able to place the rivets closer together near the 
flange angles than in the central portion, so that the 
same vertical spacing can be used as in the splices 
where the rivets farthest from the neutral axis are 
most effective, as explained later. The final spacing is shown in the figure. 

127. Intermediate Stiffener Angles. Stiffeners with fillers 
are used at points of concentration to transmit the loads to the 
web. Stiffeners with fillers or crimped stiffeners without fillers 
are used at other points of deeper girders to stiffen the web plate 
against buckling when the clear vertical distance between flange 
angles exceeds sixty (or sometimes fifty) times the web thickness. 
The spacing of intermediate stiffeners in the clear should not 
exceed 6 ft. or the distance in inches determined by a formula in 

the specifications, as for example, 1^, in which t is 

V \a 

the web thickness in inches, a the clear depth in inches of the 
web plate between flanges, and v the shear intensity in pounds per 





Fig. 123. 



182 


ELEMENTARY STRUCTURAL ENGINEERING 


square inch found by dividing the shear for the section under 
consideration by the gross area of the web plate. Standard 
angles with unequal legs are used, with the outstanding longer 
legs just slightly less than the outstanding legs of the flange 
angles; the minimum allowed thickness is usually sufiicieni. 
The rivets line up with those in the end stiffeners, but alternate 
rivets may be omitted if the resulting space's do not exceed 
6 in.; sometimes 1 ft.-O in. is allowed. Stiffeners and rivets 
which support concentrated loads must be designed for those 
loads, additional angles often being used on one side of the web. 
Plates are used instead of angles in welded girders. 

128. Flange Rivets. The rivets or welds which fasten the 
flange angles to the web must be designed to transmit the stresses 
in the angles and cover plate to the web. The equal and opposite 
total stresses in the top and bottom flanges form a couple, the 
moment of which equals the bending moment. Since the 
stresses are transmitted from the flanges to the wel) through 
the rivets, the lever arm of the couple is equal to the depth dr 
between rivet lines, the mean dei)th being used if tlu're are two 
lines of rivets in each flange (t.c., for 6-in. legs or larger). Since 
dMjdx = V (see Art. 6), the increase in bending moment 
between two sections a unit distance apart is (‘qual to the average 
shear at these two sections, and the (‘orresi)onding increase 
in the flange stress, which is called the horizontal incremi'iit of 
flange stress, H.I., is V /dr. Since part of the flange stress is 
resisted by the web, the rivets transmit only the remainder, or 
that proportion of the total flange stress which is actually 
resisted by the angles and cover plates. This proportion is 
V 

-j X ratio. If the girder is designed by the moment-of- 

dr 

inertia method, the ratio is the ratio of the moment of inertia 
of the angh'S and covers of both flanges to the moment of inertia 
of the entire cross-section including the web plate. If the girder 
is designed by the flange-area method, the ratio is the ratio 
of the area of the angles and covers of one flange to the area 
of the angles and covers of one flange plus one-eighth the gross 
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area of the web plate. The difference in the pitches compute^ 
for the gross section and for the net section is not great if con- 
sistent values are used; hence, either gross or net areas and 
moments of inertia can be used in computing the ratio, depend- 
ing upon which is more readily obtained from the preceding 
computations. 

If the value of one rivet in bearing on the web is r, the maxi- 
mum pitch, or longitudinal distance p between rivets (regardless of 
whether they are in the same gage line or in two gage lines), is 


r 

V - y 

-j- X ratio 
dr 


rdr 

V X ratio 


( 3 ) 


The pitch should be computed at sections where the shear V 
changes and at sections where the ratio changes, the latter 
change being caused by the cutting off of one or more cover 
plates. If the shear changes continuously, as in a girder with a 
uniform load, the pitch should be computed at each stiffener 
and that pitch maintained to the next stiffener where it can be 
increased to the next computed value. If the only uniform 
load is the weight of the girder itself, the variation in pitch 
between the concentrated loads will be very small, and the pitch 
required at one concentrated load can be used between loads 
without adding materially to the cost. Moving loads should 
be placed to give the maximum shear for each section. Pitches 
are usually expressed to the nearest in., with a maximum of 
6 in. A pitch may have to be increased next to a stiffener in 
order to provide sufficient driving clearance, but otherwise no 
pitch should exceed the calculated value. 


Example. Compute the required pitches of %-in. rivets, with an allow- 
able bearing stress of 30,000 p.s.i. in the 50-ft. girder which was designed in 
Arts. 122 and 124. The weight of the girder is 360 lb. per ft. 

The bearing value of one rivet on the J^-in. web plate is 9840 lb. The 
distance dr is 72.5 — 2 X 23^ — 2J^ ==* 65.5 in. The maximum shear in 
the first panel (t.e., at the support) is 195,000 -f 360 X 25 = 204,000 lb. 
The maximum shear in the second panel (just to the right of the first load) is 
204,000 - 130,000 - 360 X 12.5 « 69,500 lb. 
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Total net / = 84,910 in.^ 

Net I of web plate =* 11,660 — 4330 X Tj. — 1680 = 9110 in.* 

l/B 

84,910 - 9110 

Ratio (moment-of-inertia method) = gfolO ~ 

13 9 H" 12 X 1^6 

Ratio (flange-area method) - 13:^12^377+^4 “ 0-89 
9840 X 65 5 

p (in first panel) = 

p (m second panel) = ® 

129. Effect of Flange Loads on Rivet Pitch. Loads which 
rest directly or indirectly on the top flange are transmitted to 
the web through the rivets, subjecting them to vertical com- 
ponents as well as the same horizontal components which they 
would have if the loads were transmitted to the web by other 
means ; the resultant stress must not exceed the limiting value r. 
Both components must be in equivalent units before the result- 
ant is taken, the stress per linear inch being most convenient. 
The rivet pitch in any panel is found by dividing the value of 
one rivet by the resultant per linear inch. The horizontal 

. F . . 

component is X ratio, which varies with the shear. The 

CLr 

vertical component is the stress per inch which tends to shear 
the rivets vertically and is constant; it includes the weight 
of the top flange angles and cover plates, any rail, floor, or other 
dead load, and the live load. Weights of continuous material 
per foot may be combined and divided by 12; weights of rails 
per yard may be divided by 36; crane wheel loads may be con- 
sidered to be distributed by the rail and top flange over 30 in.; 
concentrated engine loads may be considered to be distributed 
over three ties (from 32 to 36 in.). In order that the vertical 
component may be distributed properly among the rivets, the 
pitch should not exceed 4)-^ in. (4 in. for crane girders). 

Example, Compute the required pitches of %-in. rivets at the support 
and at a section 6 ft. from the support in a 40-ft. girder composed of a 
48 X Ke web, four angles 6 X 4 X and four cover plates 14 X H- 
The angles are placed with the 6-in. leg outstanding and 48.5 in. back to 
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back. The girder carries on the top flange a flxed uniform load of 8000 lb. 
per lin. ft. The allowable bearing stress is 24,000 p.s.i. Both cover plates 
of each flange are assumed to extend the full length of the girder. 

The limiting value of pne rivet in bearing on the web is 7880 lb. 

The weight of the girder, allowing 10 per cent for details, is 290 lb. per ft. 
The end shear is 8290 X 20 * 165,800 lb., and the shear at a section 
6 ft. from the end is 165,800 — 6 X 8290 = 116,1001b. The weight of the 
two flange angles and cover plates is approximately 100 lb. per ft., so that 
the total vertical load on this flange is 8100 lb. per ft. or 675 lb. per in. 

Using gross sections, 


I (web) = H 2 X Ke X 48* = 4,030 in.< 

I (4 angles) = 4(8.7 + 6.94 X 23.17*) - 14,920 in.< 

I (4 cover plates) - 2 X 14 X 1 X (24.75)* - 17,100 in.* 

Total / = 36,050 in.* 


Ratio 


14,920 -f 17,100 
36,050 


= 0.89 


The distance dr is 48.5 — 2 X 2^^ = 43.5 in., and the horizontal increments 
of flange stress to be resisted by the rivets, using the moment-of-inertia 
method, are 

165 800 

At the support, X 0.89 »= 3390 lb. per in. 

116,100 

6 ft. from the support, ' X 0.89 = 2380 lb. per in. 

The resultant stresses on the rivets and the required pitches are 
At the support, V(3390)* + (675)» = 3470 lb. per in. 

7880 ^ . 

P = 34TO “ 

6 ft. from the support, y/ (2380)* + (675)* = 2480 lb. per in. 

P “ 2480 “ “• 


It should be noted that the pitch of 2J4 in. at the support is the smallest 
that will give the required minimum distance (3 diameters) between adjacent 
rivets, for only one gage line can be used in a 4-in. leg. If the calculated 
pitch were less than the minimum pitch, the design would have to be modi- 
fied by increasing the web thickness or the rivet diameter or in some other 
way. If the rivets could be placed in two gage lines, the pitch could be 
less than 3 rivet diameters, as long as the diagonal distance between adjacent 
rivets was at least 3 diameters. 


130. Cover-plate Rivets. Two rivets are always placed in 
the same cross-section to fasten the cover plates to the angles, 
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one through each angle. The strength of the two rivets (as 
governed by single shear) is generally large enough so that the 
maximum pitch permitted by specifications (6 in.) will give 
more than the required strength. Hence the pitch of cover- 
plate rivets need not be computed, except in very heavy girders. 
These rivets may be placed in one line in each angle ; but usually 
if the angle leg is 6 in. or more, they are staggered in two gage 
lines in each angle. 

If the pitch were to be computed, the part of the total hori- 
zontal increment of flange stress per linear inch that must bo 
resisted by the rivets is obtained by an analysis similar to that 
used for computing the pitch of the rivets connecting the angles 
to the web (Art. 128). The ratio in the expression {V /dr) X ratio 
is equal to ratio of the moment of inertia of the cover plates 
of hath flanges to the moment of inertia of the entire cross- 
section, including the web, or the ratio of the area of the cover 
plates of one flange to the area of the cover plates plus angles 
of one flange plus one-eighth the area of the web. The pitch 
is then equal to the single-shear value of one rivet divided 
by the quantity (F/dr) X ratio. A close spacing of 4 diameters 
or 3 in. is used at the end of each plate for a distance equal to 
about IJ'^ times the width of the plate. These rivets are not 
affected by vertical loads on the top flange, except in so far as 
these loads affect the value of V in the above expression. 

131. Lengths of Cover Plates. Beams and girders are designed 
to resist the maximum bending moments, and unless cover 
plates are used they are generally made of uniform cross-section 
throughout their lengths, regardless of the fact that less metal is 
needed near the ends where the bending moments are much less. 
It is not practical to reduce the sections of rolled beams or 
plate girders without cover plates; for the cost of splicing would 
offset the saving in material, and the resulting girders would 
not be so satisfactory. When cover plates are used to furnish 
part of the flange area, they may be placed only where needed 
and be discontinued beyond the points where the remaining 
section is sufficient to meet the requirements. If a girder is 
exposed to the weather, one cover plate of the top flange should 
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extend the full length in order to keep water from getting between 
the angles and the web. Similarly a crane-runway girder should 
have the top cover plate or channel extend full length to give 
uniform bearing for the rail. 

In order to determine the point at which each cover plate 
can be discontinued, the bending moment curve should be 
drawn by computing the maximum bending moment at various 
critical sections. The curve of bending moments for a series 
of concentrated loads is a series of straight lines with a break 
at each point of concentration. If the loads are symmetrical 
about the center, only one-half need be plotted. If the uniform 
load is relatively small, as when there is no uniform load other 
than the weight of the girder itself, the combined bending moment 
may be found at each point of concentration and the curve 
plotted accordingly as a series of straight lines. When enough 
uniform load is added to make appreciable curves in the diagram, 
separate curves should be plotted for the bending moments due 
to the uniform and concentrated loads and the two curves 
combined graphically to obtain the moment curve for the total 
load. 

Next, the resisting moments of the various sections which 
remain after each successive cover plate is removed are com- 
puted by the reverse process to that explained either in Art. 121 
or 123. These resisting moments are then plotted as a series 
of horizontal lines on the bending-moment curve; points at 
which the horizontal lines intersect the bending-moment curve 
represent points at which the corresponding cover plates are 
no longer required. The plates should be extended beyond 
the theoretical points of cutofiF for a distance of Ij.^ to 3 ft. to 
allow for possible inaccuracies in the graphical analysis or pos- 
sible variations in the behavior of the loads as affecting the 
computed moments. 

Example. Determine the required lengths of the outer and middle cover 
plates of the girder shown in Fig. 124. The span of the girder is 70 ft.-O in.; 
the flange angles are 6 X 6 X each of the three cover plates in each 
flange is 14 X the web plate is 84 X Ke; and the rivets are % in. 
The allowable bending stress on the net section of the tension flange is 
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16,000 p.s.i., and the flange-area method (Art. 123) is to be used. The 

maximum bending-moment curve is assumed to be as shown in Fig. 124. 



Resisting moments of the various sections are computed from the formula 
in Art. 123, 

M = fdM' + Vstdy,) 

in which A' = the net area of the angles and covers in the lower flange, with 
3 covers, 2 covers, and 1 cover. 


Flange section 

A' 

Vstd^ 

A' yitdv) 

d. 

My in.-lb. 

2 angles, 3 covers 

40.88 

4.60 

45.48 

84.5 

61,600,000 

2 angles, 2 covers 

31.88 

4.60 

36.48 

83.7 

48,800,000 

2 angles, 1 cover 

22.88 

4.60 

27.48 

82.6 

36,200,000 


The resisting-momcnt values are plotted as horizontal lines on the moment 
diagram (Fig. 124), and the covers are discontinued 18 in. nearer the support 
than the sections at which the corresponding resisting-moment lines intersect 
the bending-moment curve. The required lengths are shown diagrammatic- 
ally on the side elevation of the girder in the lower part of the figure. Points 
o, by c, and d represent panel points at which floor beams frame into the 
girder. 

132. Web Splices. The web plates of all but the shorter 
plate girders must be spliced, since the widef plates are not rolled 
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long enough to extend the entire length, and for convenient 
handling no single plate should weigh over 3000 lb. The flange, 
angles usually extend full length. When more than one splice 
is used, they are spaced symmetrically about the center line; the 
splice for maximum stress is designed first, and the other splices 
are usually made like it. A splice is preferably located under 
a pair of stiffeners; the angles stiffen the splice, there is one less 
line of rivets to be driven, and metal is saved by the use of 
thinner fillers. A single pair of splice plates, one plate resting 
against either side of the web plate in the clear depth of the web, 
as in Fig. 125, may be designed to provide both shear and moment 
requirements ; but in some of the heavier girders a pair of plates 
is placed near each flange to transmit stresses due to bending 
moment, and another pair is placed between them to transmit 
the stresses due to shear. ^ In order to develop fully the web 
plate in shear, the gross area of the two splice plates must equal 
or exceed the gross area of the web plate; this condition will 
be met when, in order fully to develop the web plate in moment, 
the section modulus of the two splice plates equals or exceeds the 
section modulus of the web plate; thus, the square of the depth 
of the splice plates multiplied by their combined thickness must 
be not less than the square of the depth of the web plate multi- 
plied by its thickness. The thickness of each splice plate must 
be not less than the minimum thickness of metal allowed by 
the specifications, usually % or in. 

Two to four rows of rivets are used on each side of the splice; 
the resultant shearing stress acts upward at the center of gravity 
of the rivets in one half, and an equal resultant shearing stress 
acts downward at the center of gravity of the rivets in the other 
half; these two forces form a couple, one-half the moment of 
which, as well as the direct stress, must be resisted by the rivets 
in each half. The rivets in each half must also resist that part 
of the bending moment carried by the web plate, and this 
depends on the method used in design. Theoretically, if the 
moment-of-inertia method is used, the bending moment to be 

^ For this type of splice see Bishop, ‘‘Structural Design,” p. 113, John 
Wiley & Sons, Inc., 1938. 
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resisted bears the same relation to the total bending moment 
at the point of splice as the net moment of inertia of the web 
plate bears to the net moment of inertia of the whole cross-section 
at that point; and if the net-area method is used, the bending 
moment to be resisted bears the same relation to the total bend- 
ing moment at the point of splice as one-eighth the gross area 
of the web bears to one-eighth the gross area of the web plus 
the net area of the angles and cover plates of one flange at that 
point. It is more convenient and quite accurate to develop 
the web plate. Thus, in the moment-of-inertia method, the 
moment to be resisted is the net moment of inertia of the web 

plate times the unit stress in bending 
divided by the distance from the neu- 
tral axis to the extreme fiber in the 
flange ; and, in the net-area method, the 
moment to be resisted is one-eighth 
the gross area of the web times the 
unit stress in bending times the effec- 
tive depth from center to center of 
gravity of the flanges. The horizontal 
spacing between rivets is usually 3 in. 
except that the inner rows are separated 
by twice the gage distance of the 
stiffeners; this allows ample edge dis- 
tance on the web segments and a space 
between them. Three rows of rivets in 
each half are first assumed, with the spacing the same as in the 
end stiffeners, and then these rivets are tested by the method of 
eccentric connections explained in Art. 110; if the number is 
found excessive, alternate rivets may be omitted from the outer 
row, or the entire row may be omitted, and the splice tested 
for each revision until the stress in the critical rivet is just below 
the limiting value of one rivet bearing in the web. Since the 
rivets near the flanges are more effective in resisting moment 
than those near the neutral axis, it is better to use a few 3-in. 
spaces near each flange, unless that results in an excessive number 
in the stiffeners. 
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Example. Design the web splice at a section for which the shear is 100,000 
lb. in the girder for which the end stiffeners were designed in Art. 126. 
Assume three rows of rivets in each half, as shown m Fig. 125, with the 
vertical spacing like that in the end stiffeners. Assume that the girder was 
designed by the moment-of-inertia method and that two ^^-in. cover plates 
are required in each flange at the section taken. The allowable unit stress 
in bending on the extreme tension fiber is to be taken as 18,000 p.s.i. 

Allowing clearance at each end, the depth of the splice plates is 

72.5 — 2(6 + — 60 in. The required thickness of each splice plate is 

(72* X J'le) (2 X 60*) = 5i6 in.; the specified minimum thickness of % 
in. will be used. 


Eccentric moment due to shear «= X 100,000(3 +4 +3) = 500,000 

in.-lb. 

Gross I of web = 13,610 in.^ 

1 of holes = 1 X Ji 6 X 2(6* + 12* + 18* + 22.5* + 25.5* + 28.5* + 34*) 

= 3180 in.* 

Net T of web = 13,610 - 3180 = 10,430 in.* 
c = 32 X 72.5 + 2 X = 37.5 in. 


The moment resisted by the web plate is 
I 18,000 X 10,430 




37.5 


= 5,020,000 in.-lb. 


The com])ined moment to be resisted is 5,020,000 + 500,000 = 5,520,000 
in.-lb. 


2Jx* + :2//2 = 2 X 13 X 3 + 6(6* + 12* + 18* + 22.5* + 25.5* + 28.5*) = 

15,070 

ro (sec Art. 110) = = 366 lb. 

The horizontal component of the stress on the critical rivet is 366 X 

100,000 

28.5 = 10,430 lb., and the vertical component is 366 X 3 + ^~rr7o ~ 

o X lo 

3660 lb. The resultant stress is 11,050 lb., which is less than the 11,480 
lb. allowed, but not enough less to permit a reduction in the number of rivets. 
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133. Methods Used in Computing Deflections. When any 
beam or truss is loaded, it will be deformed. If the load 
or loads are vertical, the axis of the beam or the joints 
of the truss will be deflected to a new position. If the unloaded 
beam or truss has a straight horizontal axis, the deflected axis 
will take the form of a curve. The amount of deflection at any 
point on the axis of the beam or of any joint of the truss depends 
not only upon the amount and position of the load, but also 
upon the elastic properties of the material, and in a truss upon 
the relative stiffness of the several members. 

The deflection of beams may be obtained by any one of three 
general methods; (1) by the direct use of the differential ecjuation 
of the elastic curve d^y/dx^ = M/EIy (2) by the moment-area 
method, or (3) by the principle of work. 

The deflection of trusses may be obtained by the application 
of the principle of work or by the construction of a displacement 
diagram. When the deflection of only a single point in the truss 
is desired, the former method often furnishes the shorter solution; 
but if the simultaneous displacements of several points in a 
truss are desired, the construction of the displacement diagram 
is advisable. 

Maximum Deflection of Beams, The maximum deflection 
of a simply supported beam occurs at or near the center of the 
beam unless the load is extremely unsymmetrical. In the usual 
case it is the deflection at the center that is desired, and such 
a value is sufficient for most cases encountered. The same 
is true for a beam fixed at both ends. The maximum deflection 
of a beam fixed at one end and free at the other does not occur 
at the center; it is obvious that the maximum deflection of a 
cantilever beam is at the free end. 
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T^pe of hading 

Maximum 

and reaction condition 

defiecf/on 

w per unit of length ^ 

Swl^^ 384 £l 

P 


r-i-t-Z-i 

A ' ^ ' A 

Pl^T 48 El 

, P , P , 



23 Pl^-i- 648 Er 

1 w b^r an it of ienatn I 

wl*rl 85 EI 

A V 

J ^ / 

w- — H 


r ^ 1 

Pl^ ■=48 EiVS 


Figure 126 gives the maximum deflection for the types of load- 
ing and reaction conditions usually encountered. The following 
articles give methods of determining the deflection for any 
condition of loading for a simply supported beam. By compar- 
ing the values given in the table for the same types of loading 
but with different reaction conditions, an approximate maximum 
deflection for any type of load- 
ing for beams other than sim- 
ply supported may be obtained. 

134. Deflection of Beams 
Using the Differential Equation 
of the Elastic Curve. The 
neutral axis of any beam in 
flexure was originally straight. 

Owing to flexure it becomes 
curved with a radius of curva- 
ture p. In Fig. 127(a), the two 
surfaces A'B^ and CD of the 
elementary length ds were 
originally parallel. Since the 
radius of curvature is large, ds 
may be assumed equal to dx. 

The center of curvature F is 
located by producing A' B' and 
CD to their intersection. In 
the similar triangles A' AG and 
GHFj d\:dx ^ c:p/m which dX 
is the elongation of the portion 
originally dx of the outer flber. 

Within the elastic limit, d\:dx = f:E, Therefore, f:E 
and since ///c = Af, it follows that EI/p = M. 

In Fig. 127(h) arc shown two consecutive elementary lengths 
ds with equal dx^s. Produce the first ds to inters(‘ct the dy of 
the second, thus cutting off d^t/, the difference between two 
consecutive dr/’s. At the left end of each ds, perpendiculars 
are constructed. Their intersection F locates the center of 
curvature and thus the radius of curvature p. The two tri- 
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Fig. 126. 
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angles FAB and BCD have their small angles equal; and since 
the curvature is very flat, d^y is nearly perpendicular to the 
prolonged dsy and ds may be taken equal to dx. Hence, p:dx = 
dx:d^y or p = dx^jd^y. Substituting this value of p in the equa- 



lion for M of the preceding paragraph, 




or 


dx‘‘ 


M 

El 


5 


In the equation d^yfdx"^ = M/EIy M is written in terms of x 
and the resulting equation is integrated twice, so that the value 
p of 2/, or the deflection, is obtained 

I in terms of x. In the first integra- 

tion the limits of the slope dyjdx 
are unknown, and in the second 
integration the limits of y are 
unknown; hence, constants of in- 
tegration must be employed. The 
values of these constants are de- 
termined by substituting corre- 
sponding known values of the variables. 

Examples. 1. In Fig. 128, the beam AB is loaded at mid-span 
with a single concentrated load P. The maximum deflection is 
required. 


\k jyffl 


h I - — 

Fig 128 . 
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With the origin at 4, ilfx, = Px/2 and 


By integration 






dy , I 

Since ^ = 0 at mid-span, where = 2 ^ 

_ pi^ 

j,jdy^P^_PP ^rZi 

dx 4 16 p 

Px^ PPx 

Since y = 0 where x = 0, Cs = 0, ^ 

Px-’ PPx rz-vi 


P/2/ = 


Lu 

1 ... ‘ 1 

V T ^ 1 

JC* 


a ^ 

tP ^ 




12 16 


Pig. 129. 


The maximum value of y, or the maximum deflection of the 
beam, is at the center where x = 1/2 and is 

PP 

^ ~ 48P/ 

2. In Fig. 129 the beam is loaded at the right third point of the 
span with a load P, and it is required to find the deflection at 
mid-span. 

With the origin at A the moment at any point Z>, on the left 
of the load P, is Px/3. 

dx^ ~ 3 

-?+<'> (“) 


The moment at any point D on the right of the load P is 
P^ T, / 2i\ 
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dy Pz< 

dx^ 6 2 


+ C 2 


(h) 


The slope dy/dx at the concentrated load is the same no matter 
which portion of the beam (left of the load or right of the load) 
IS considered; and for x = 2^/3, equating (a) and (b), 


^ 4PP 

IT + = "sT 


— 0 + C 2 


from which Ci = C 2 . 

For the left portion, integrating (a), 

Ely = + C,x + Ca 


(c) 


and for the right portion, integrating (b), 


Ely 


Px2 

‘I 8 


p(a- - Hiy 
6 


-{■ C\X Cd 


id) 


For the left portion j/ = 0 when t = 0, and Ts = 0. Since the 
deflection must bo the same for both portions when x = 2Z/3, 
equating (c) and (d), C 4 = 0 . 

For the right portion y = 0 when x = 1; hence 


from which 



162 


"b Cil 


“ 162 18 “ 81 


Then, from equation (c), for any point on the left of the con- 
centrated load, 


Ely = 


Pa:» 

18 


iPPx 

81 


and for x = 1 / 2 , the deflection is 

23P7» 
^ “ 1296P7 
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The point of maximum deflection may be located by equating 
dy 

El = 0 and solving for x. 



^ Diagroim 
Fiu 130. 

136- Deflection of Beams by the Moment -area Method. The 

line AB oi Fig. 130 represents a portion of the elastic curve of a 
member in flexure. An elementary 
length ds of the member is shown in 
Fig. 131. The angle between the radii 
at the ends of ds is denoted by dQ, 

The linear deformation of a fiber at a 
distance c from the neutral surface is 
and the unit deformation of the 
same fiber is cdBlds, The unit stress 
in the fiber is / = McJI, in which M is the resisting moment and 
1 the moment of inertia of the section. 

Since the modulus of elasticity is the ratio of unit stress to 
unit deformation, 
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from which 



cdO 

ds 



In a well-designed beam the curvature and slope are small, so 
that dx may be substituted for ds without appreciable error. 
Then, 


do 


M 

El 


dx 


In Fig. 130 an ordinate measured between the curve 
and the straight line A'B' at any point between A^ and B' 
represents, to some scale, the moment in the member AB at 
that point, divided by EIj or A^B'^B'A' is the M/EI diagram for 
the member AB, The area of the diagram for the length dx is 


El 


and the area of the diagiam is 

M 


f" M 

Ja El 


dx. 


But dd — dx, and the angle between the tangents to the 
xLl 


elastic curve at A and 5 is 0 = 


nii nii 

I do = I ttf dx. Hence, 
jA Ja LI 


The change in the slope of the elastic curve between any two points 
is equal to the area of the M/EI diagram for the portion of the 
member between these two points. {First moment-area principle.) 

In Fig. 130 the tangents at the extremities of the elementary 
length ds are extended until they intersect the vertical line 
through A. Since the angles are small, the intercept between 
these tangents is practically equal to xdB. The total vertical 
distance y is the algebraic sum of all the intercepts between the 
tangents to the curve between A and B. That is. 


V = xde 

Substituting for dO its value as previously determined, 
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M M 

In the ^ diagram of Fig. 130, ^ dx is the area of the diagram 
M 

for the length dx, and ^ dx times x is the moment of this area 


about the point A, The moment of the entire area of the M /El 
diagram between the points A and B may be expressed as 


r — 

Ja ei 


xdx 


which is equal to the expression developed above for y. Hence, 
The distance of any point on the elastic curve from a tangent to 
the curve at any other point measured in a direction normal to the 
initial position of the member is equal to the moment of the area of 
the M /EI diagram, included between the two points, about the first 
point. (Second moment-area principle.) 



Examples. 1. In Fig. 132, the beam AB is loaded with a uni- 
form load per foot equal to w. The maximum (mid-span) 
deflection is required. 

The area of the whole moment diagram is == 

HiwlK 


BB = Y2 ^ 2 2iEl’ 


CC = 


wl* 

48£7 
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1 37 

C'C" = = 


wl* 

128EI 


The maximum deflection is 


8wl* Zwl* 5wl* 

~ ZUEI ~ ZSiEI ~ ZSAEI 

2. In Fig. 133, the beam ylB is loaded with equal loads P at the 
third points; the deflection at the point C and the maximum 
deflection are required. 



The area of the whole moment diagram for one load only is 

PP/Q. 


BR' 


and 


PP 

9 


xf + £/- 


5PP 

8\El’ 


CC = 


5PP 

2A3EI’ 


PP I 

C'C" = ^ X y 4- F/ = 


PP 

2AZEI 


CC" (for one load) 


APP 

243^7 
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Similarly, 


4PZ® 

SIEI 


DD' = 


4PZ» 

243J5//' 


and 


DD" (for one load) = 


PP 

= 48 ^/’ 


IPP 

mEi 


Since a load at C produces the same deflection at P as a load at 
D produces at C (see Art. 137), 


the total deflection at C = 


5PP 

162EI 


A A' (for one load) = 


iPP 

81EJ' 


hence, 


EE' = 


2PP 

81EI 


Applying the second moment-area principle to the portion EB, 




PP 

lUEI 


Therefore, since EE" = EE' - E'E'\ 


EE" (for one load) = 
and, for the two loads, 

the total deflection at E 


2SPP 

1296£/ 

2ZPP 
“ 648 ^/ 


136. Deflection of Beams by the Principle of Work. In Fig. 
134, the beam AB is loaded in any manner, the load being 
represented by the force P, It is desired to determine the deflec- 
tion at any section FF' due to this load. 

At the section FF' a force of unity is applied in the direction in 
which the deflection will take place. It may be assumed that 
this force of unity and the force P are gradually and simultane- 
ously applied. 

Let S = the unit stress in the outer fiber at C due to the force 
P, and s = the unit stress in the outer fiber at C due to the force 
unity. Considering any fiber YY' of length dx^ a distance y from 
the neutral surface, the stress in such a fiber due to the force P is 
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and that due to the force unity in the same fiber is 



c 


Hence, the total unit stress in the fiber FF' is S' + and the 
elongation of the fiber is 

(S' + s')dx 
^ E 

Owing to the force unity alone the total stress in the fiber FF', 
whose area is dAj is s'dA^ and the work done by the force unity 


p 



(which is considered gradually applied, z.r., increasing from zero 

to unity) on the fiber is - s \dA — ^ - • Sub- 

stituting the values of S' and s', as first determined above, the 
work done on the fiber FF' is 

2 Ec^ ^ dActx 

Integrating this expression with respect to dA for the full depth 
of the beam, S, s, and dx remaining constant, since fy^dA = 7, 
the work done on all of the fibers of the slice DD'C'C is 

1 s(S + s)Idx 

2 ’ ~ Ec^ 

but since S = Mc/I and s = mc/Ij where M = the bending 
moment due to the force P and m = the bending moment due 
to the force unity, the expression for the total work done on all 
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the fibers of the section may be reduced to 

1 m(M + in)dx 


1 me / Me 

2T\T 


mc\ Idx 


2 I \ I ^ I J Ec^ 2 El 

For the whole length of the beam the internal work done by the 
force unity is 

m{M + m)dx 


1 

2Ja 


El 


The external work done by the force unity must equal the internal 
work done by the same force. 

Let 8 be the deflection at F due to the force P, and A the deflec- 
tion at F due to the force unity. Since P and the force unity are 
gradually and simultaneously applied, the point F moves through 
a distance of 5 -f A, and the external work done by the force 
unity is 

}4(8 + A) 

Therefore, 

m{M -h m)dx 


8 + A 




El 


If P = 0, 5 and Af = 0, and with the force unity alone acting 

m^dx 




El 


Subtracting this equation from the previous one 

Mmdx 




El 


Examples. 1. Referring to Fig. 129 determine the deflection at 
the center of the span by the method of this article. 

Assume a load of unity applied at the center of the span (the 
point at which the deflection is desired). With the origin at A, 
from X = 0 to X = ?/2, 


Px 


and 




r2 Mmdx 

pPxHx 

' PX^ ]5 

pp 

h ~Er = . 

jo &EI ~ 

. 18 P/Jc 

, - U^EI 
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With the origin at B, from x = Z/3 to x = 1/2, 


P {I- x)dx 
6 ^ El 


~ ~ ~ and m = ^x 

I 

_ r (— - — ^ - r 

“ Jz \^EI 6El) “ L 


Plx^ Px^ V 

\2EI \^EI I 


48EI lUEI lOSEI ^ mEI 19UEI 
With the origin at B, from x = Otoa* = 1/2, 


m = -x 


Mmdx 

0 


n Px^dx ^ ^Px^ 

^Jo 3EI QEI 0 


PP 

2^SEI 


The total deflection at mid-span is 


Mmdx 


(origin at ^4) -|- 


Mmdx 


(origin at B) -f 


‘ Mmdx 


PP \3PP PP 
(origin at B) = + ^944^ + §4^ 

(27 + 26 + 16) PP 23PP 
3888 ■ El ~ 1296jB/ 

2. In Fig. 135, the beam AB is loaded over the central half with 
a load of w per linear foot. The deflection at the center C is 
required. 


1 

2 

... I 

Fig. 135. 


With the origin at A, from x = 0 to a: = 7, ilf 

4 


Mmdx 

0 


wlx , X 
and m = - 


8EI [24£'7|o 15367;/ 
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4 4 4 


wx^ wPx\ __ r wlx^ wx^ wPx^ T 
iEI ^ 64^y " [l2E/ “ 16^ \2%El\i “ 9^ 

4 

wV^ 

”" 256^;/ ~ 512^/ “ 768E/ 4096i^/ 2024^ "" 12,288^ 

The total deflection, considering the symmetry of the loading, is 

^ / wl"^ 49ieZ^ \ IS^wl^ 

^ \\bi^ 12,288£// "" ^48£7 

137. Reciprocal Deflections. In Fig. 136, let equal loads P be 
applied at any two points c and d. When the load P at d is 



Fig 136 


removed, the deflection at d due to the load P at c is 

Mcfriddx 

^ Jo " w~ 


where Me = the moment at any section due to the load P at c, 
rrid = the moment at any section due to unit load at d. 
Similarly, with the load P at c removed and the load P at d alone 
acting, 

MdiUddx 

‘‘ - j. 


Since Me = Pnic and Md = Pmd, it follows that 8e = 5d, f.e., 
thatj given any two points in a heaniy the deflection at the flrst point 
due to a given load acting at the second point is equal to the deflection 
at the second point due to the given load acting at the flrst point. 
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This principle, known as “Maxwells law of reciprocal deflec- 
tions,’’ is most useful and important, not only in computing 
deflections but in analyzing indeterminate structures and in the 
mechanical analysis of structures developed in recent years. It 
applies to trusses as well as to beams. 

138. Deflection Due to Shear. In the preceding articles only 
the deflection due to bending has been considered. The deflec- 
tion due to shear may be determined in a similar manner. In 
Fig. 137, the cantilever beam AB is loaded at B with a load P. 
Assume the section dx only as clastic. The external work done 


1 IF 

is 2 and the internal work is ^ Hence, ^ = p f = vfy 

where v is the shear when P is 

p 

unity. 

Let G == the shearing modulus 
r of elasticity, and 7 the angle of 
shear. Then, 








Fig. 137. 


G = ~^y 


or 


Vdx 


y = 


AG 


f = ydx since/ and 7 are small. Therefore, / = 
and 




Vvdx 

~~AG 


Only in exceptional cases where the ratio of depth to span is 
large will the shearing deflection exceed 5 per cent of the moment 
deflection, so that in general it may be neglected. 

139. Deflection of Trusses by the Principle of Work. In 
Fig. 138, the truss is loaded in any manner, the load being repre- 
sented by the force P. It is desired to determine the deflection 
of any point A due to this load. 

At A a force of unity may be applied as shown. Let aSi, S 2 
. . . , etc., be the stress(\s in the corresponding members of the 
truss due to the load P, and Wi, U 2 . . . , etc., be the stresses in the 
corresponding members due to the force of unity applied at 

(aSw + Uv)ln 


A, The stress in any member n due to both loads is ■ 


AE 
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Assuming that the forces P and unity are applied gradually and 
simultaneously, the internal work done by the force unity in 

changing the length of the member n is ^ 

work done on all the members by the force unity is 

1 ^ u{S + u)l 
2^ AE 

The external work done by the force unity must equal the 
internal work done by this same force. Let 8 be the deflection of 
A due to the force P, and A the deflection of A due to the force 



unity. Since P and the force unity are gradually and simul- 
taneously applied, the point A moves through a distance 5 + A, 
and the external work done by the force unity is -|- A). 
Hence, 


«+a = 2 


u{S “|- u)l 


WhenP = 0, 6 and S = 0, and with the force unity alone acting, 


and 


A = 



uH 

AE 



Example. In Fig. 1 39 which is the skeleton diagram of a Pratt truss whose 
dead-load stresses were computed in Art. 78, it is desired to determine the 
maximum deflection due to dead load. In the tabulation on page 208 the 
stresses are those computed in Art. 78. 
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The areas of the various members are the gross sectional areas (in integral 
square inches) required to take care of a live load equivalent to Cooper's 
J^-60 loading, impact stresses, and lateral stresses in addition to those stresses 
caused by the dead load. The modulus of elasticity E is taken as 30,000,000 
p.s.i.; sec d = 1.30 and tan d *= 0.83. The column headed u contains the 



stresses in the several members of the truss due to a load of unity applied 
at d. 


Member 

Length, 

Stress, 

Area, 

SI 

u 

Sul 


m. 

lb. 

sq. in. 

AE 


AE 

aB 

469 

- 118,000 

46 

0 040 

-0 65 

0 023 

BC 

300 

- 120,000 

46 

0 026 

- 0.83 

0 022 

CD 

300 

- 135,000 

52 

0 026 

-1 25 

0 033 

ah 

300 

4 - 75,000 

29 

0 026 

+0 42 

0 on 

he 

300 

+ 75,000 

29 

0 026 

+0 42 

0 on 

cd 

300 

+ 120,000 

45 

0 027 

+0 83 

0 022 

Be 

469 

+ 70,000 

30 

0 036 

+0 65 

0 023 

Cd 

469 

+ 24.000 

20 

0 019 

+0 65 

0 012 

Bh 

360 

+ 26,000 

21 

0 015 

0 

0 

Cc 

360 

- 28,000 

20 

0 017 

-0 50 

0 009 

Dd 

360 

0 

20 

0 

0 

0 


The sum of all the values in the last column of the table is 0.166 in. 
Since the summation was made for one-half the tniss only, the total deflec- 
tion of the point d under dead load only is 0.332 in. 

If it were desired to determine the horizontal movement at g (a roller 
bearing being furnished at g) due to a change of temperature of 100 deg. 
Fahrenheit, the movement would be where w is the coefficient of 

expansion or contraction of the steel, t is the number of degrees of tempera- 
ture change, and I and u have the same significance as above. Applying a 
horizontal force of unity at g, only the lower chord members are stressed. 
The value of w is 0.0000065, and catlu for each lower chord member is 
0.0000065 X 100 X 300 X 1 = 0.195 in. and the total movement of g due 
to 100 deg. Fahrenheit temperature change is 6 X 0.195 =* 1.17 in. 
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DISPLACEMENT DIAGRAMS 

140. The Displacement of a Joint. If any member of a framed 
structure be subjected to a stress or a change in temperature, its 
length is changed. When the change is caused by stress, its 
amount is 



in which X = change in length. 

S = total stress in the member. 

I = its length. 

A = its cross-section. 

E = modulus of elasticity of the material. 

When the change in length is caused by a change in temperature, 
its amount is 

\t “ 0)tl 

in which w = the coefficient of linear expansion per degree of 
temperature change. 

t = the number of degrees of change. 

In Fig. 140, consider the points a and c fixed as to horizontal 
or vertical movement and the 
frame ahe hinged at its three 
joints. The effect of a load ap- 
plied at 6, as shown, is to 
shorten the member ab and 
lengthen the member be due to 
the respective compressive and 
tensile stresses produced in them. 

Let their lengths under this load be aa' and cc', respectively. 
With a as a center and aa' as a radius, let an arc be described. 
The point b must lie somewhere on this arc. Similarly, an arc is 
described with c as a center and cc' as a radius. The inter- 
section of the two arcs b' is the position of the point b; and the 
frame abc, under the action of the load shown, assumes the shape 
ab'e. 

The deformations, as shown in the figure, are very much exag- 
gerated, for if they were laid off to the same scale as the lengths 
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they would not be visible. Since they are so small in comparison 
with the lengths of the members, the tangents to the arcs may be 
substituted for the arcs themselves without appreciable error. 
Therefore, the determination of the position of the point V may 
be made by erecting perpendiculars to ah and he at a' and c', 

respectively, their intersection be- 
ing the position of the point 6'. 

141. The Displacement Dia- 
gram. In the previous discussion 
two points of the frame ahe were 
considered fixed. If, however, 
this frame were considered merely 
as a portion of a larger frame, 
the stresses in which cause a shift- 
ing in the positions of the points 
a and c, the final position of h would also be affected. In Fig. 141 , 
the magnitude and direction of the displacements of the points 
a and c, respectively, are represented by the lines aa' and cc'. 
Considering first the position of h as affected by the change in 
position of a, it is seen that h takes the position hi] but the 




shifting in the position of c to c' considered alone would cause 
h to assume the position 62. The deformation in the members 
db and he causes a further shifting of h. Proceeding as in the 
previous article, the change in length of ah = a'hi is laid off from 
hi toward a', since the change in length is a shortening; its magni- 
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tude is represented by the heavy line. Similarly, from 62 the 
elongation of cb = c'62 is laid off away from d , At the extremities 
of these deformations perpendiculars are erected, their intersec- 
tion locating the point 6'. The final displacements of the three 
points a, 6, and c are 661, 66', and 662, respectively. 

The displacements of the points a and c, the deformations of 
a6 and 6c, together with the perpendiculars erected at the extrem- 
ities of the deformations, form a closed polygon. Therefore, 
that portion of the diagram may be constructed separately in 
order to determine the final displacements. This is desirable on 
account of the exceedingly small values of the deformations 
compared with the lengths of the members. Figure 142 is the 
necessary diagram drawn to a larger scale. Such a diagram is 
called a Williot displacement diagram. 

142. The Displacement Diagram for a Truss. The changes in 
length of the several members of the truss of Fig. 143(a) due to a 
single load applied at d are marked on the diagram. The support 
a is fixed while the other support c is free to move in the inclined 
direction indicated. 

The displacement diagram may be constructed by considering 
any joint fixed in position, and one of the members making the 
joint may be considered fixed in direction. In the following 
construction, a and the direction of ad are regarded as fixed. 

Beginning at a' in Fig. 143(6), the elongation of the member ad 
is laid off in the direction of a toward ri, since in the final position 
of the deformed truss d is pulled away from a. With d' thus 
determined, the displacement of 6 is found by regarding a and 
d in the triangle abd as fixed. The elongation of bd is laid off in 
the direction of d toward 6 from d', and the shortening of ab 
in the direction of 6 toward a from a'. The intersection of the 
perpendiculars, erected at their extremities, is the point 6'. In 
the same manner, d is located by laying off the shortening of be 
from 6' and the elongation of dc from d' and erecting the perpen- 
diculars. The lines a'6' and a'd are the displacements of the 
points 6 and c, respectively. 

The deformation of the truss, under the assumed conditions 
of a and the direction of ad being fixed, are shown in Fig. 143(c) 
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where the displacements obtained in Fig. 143(6) are laid off 
to a smaller scale and the corresponding panel points joined by 
broken lines. The deformation is greatly exaggerated in order 
to show the general effect. 



Fig. 143. 


The original conditions, however, require that c shall move 
only on the inclined plane of the support; and, therefore, the 
whole truss must be revolved about a as a center until c' falls into 
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a line drawn through c parallel to the constrained line of motion. 
As the arc thus described by c' is very small compared with the 
radius ac' and as the direction of ac' is practically the same as that 
of ac, a perpendicular from c' to ac may be substituted for the arc. 

In Fig. 143(d), in which the displacements a'6', a'c', and a'd' 
are shown without the construction lines of Fig. 143(6), the 
corresponding path of rotation of c is represented by c'c'", which 
is drawn perpendicular to ac of Fig. 143(a) to an intersection 
with a line drawn through a' parallel to the constrained line of 
motion of c. The actual displacement of c is a'c'". The dis- 
placement of 6 caused by the rotation of the truss about a is 
6'6"', which is drawn perpendicular to ah of Fig. 143(a) and whose 
length bears the same relation to c'c'" as their respective radii of 
rotation bear to one another. That is, 6'6":cV" = ab:ac. 
The length of 6'6"' may be determined by similar triangles as 
follows: Through the mid-point of e'e'" draw a line through 6' 
and from c'" another parallel line to its intersection with one 
drawn from 6' perpendicular to ac of Fig. 143(a). From this 
intersection a line perpendicular to 6d of Fig. 143(a) locates 6'" ‘ 
at its intersection with the line drawn from 6' perpendicular to 
ah of Fig. 143(a). The construction is indicated on the diagram. 
The displacement of d caused by the rotation of the truss is 
determined in a similar manner. The resultant displacements 
are then represented in amount and direction by a'6'", a'c'", 
and a'd'". Since a is fixed, there is no displacement of that 
joint, and a' and a'" coincide. 

In Fig. 143(a) the final position of the deformed truss is shown 
in brokem lines, the resultant displacements a'6'", a'c'", and 
a'd'" being laid off to a smaller scale from the points 6, c, and d, 
respectively. As in Fig. 143(c) the actual displacements are 
greatly exaggerated. 

For the purpose of simplifying the construction, the paral- 
lelograms of Fig. 143(d) are completed; f.c., 6'6" is drawn parallel 
to a'6'", a'6" parallel to 6'6'", e'e" parallel to a'c'", a'c" parallel 
to e'e'", d'd" parallel to a'd'", and a'd" parallel to d'd'". Since 
6"6' = a'6'", c"c' = a'c'", and d"d' = a'd'", 6"6', c"c', and d"d' 
represent the respective final displacements of the points 6, c, and 
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d. Also, since a't", a'c", and a'd" arc, respectively, perpendicu- 
lar to ahj aCj and ad of Fig. 143(a), if the points a', 6", c", and 
d" are joined, they form a truss similar to the original truss of 
Fig. 143(a). It follows, therefore, that the actual displacements 
may be obtained from the diagram of Fig. 143(6) as follows: 
From c' draw c'c" parallel to the constrained line of motion of the 
point c to an intersection with a perpendicular from a' to the 
radius of rotation of c, i.e., to ac of Fig. 143(a). On a'c" as a 
base construct a truss diagram similar to the truss of Fig. 143(a). 
The required displacements are then given by the directions and 
distances of 6', c', and d' from 6", c", and d", respectively. The 
ne(;essary construction is shown in Fig. 143(6) in full lines. 
The truss diagram a'c"6" is called Mohr^s correction diagram. 

Since the displacement diagram may be drawn, assuming any 
joint fixed and the direction of any one of the members making 
that joint also fixed, it is advisable to choose the joint and the 
direction which will make the diagram as compact as possible. 
This allows the use of a larger scale and reduces the probability 
of error. Such a result may be secured by selecting a member 
which suffers the minimum change in direction under the applied 
load. In a simple truss one of the chords in the center panel or 
the middle vertical should be chosen. In the truss whose dis- 
placement diagram has been coiistructc'd as described above, 
if the direction of the middle vertical and either one of its extrem- 
ities are considered fixed, the resultant diagram is as shown in 
Fig. 143(e). If the constrained line of motion were horizontal, 
the truss diagram a'6"c'd" would be reduced to a point, since 
a' and c" would coincide. 

143. The Deflection of a Bridge Truss. When live load 
covers the entire span of a simple truss bridge, the elongation and 
shortening of the various members of the trusses are due to the 
stresses caused by the live and dead load, and the several panel 
points are displaced an appreciable amount from their theoretical 
positions with no stresses in the members. If this displacement 
were not considered in the design of the trusses, there would be, 
in any but the shortest spans, a noticeable sag at the mid-point of 
the span. In order to prevent any point of the lower chord 
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falling below a line joining the two supportB, the tension members 
are shortened by an amount equal to or greater than their elonga- 
tion as computed with full live load on the bridge. Similarly, 
the compression members are lengthened a corresponding 
amount. Since full live load does not cause the maximum 
stresses in most of the web members of a simple truss, it is not 


B -.07! C -080 D EJ F 



necessarily the maximum stresses that are used in determining 
the various elongations and shortenings. 

With the sections and lengths of the members known, together 
with their stnvsses under full live load, the change in length in 
('ach memlx'r may be computed by the equation given in Art. 140, 
and the displacement diagram constructed. Generally, the 
vertical components of the displacements of the lower chord 
panel points are all that arc required. These components are 
the deflections. 
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Example, Figure 144 shows the necessary construction to 
determine the deflections of the lower chord panel points of a six- 
panel through Pratt truss when the live load covers the entire span. 
The left support a is fixed, and the right support g rests on a roller 
bearing and is free to move horizontally. The changes in the 
lengths of the several members are given on the truss diagram. 

In constructing the displacement diagram, the direction of Dd 
is considered fixed. Since the stress in Dd is due to dead load 
only and its amount inconsiderable, the shortening in Dd may 
be neglected; therefore, D' and d' coincide. In a symmetrical 
truss sustaining symmetrical load, if the center member is chosen 
as the fixed member for the construction of the displacement 
diagram, the diagram itself is symmetrical about this member as 
was shown in Fig. 143(c). Therefore, for the truss under con- 
sideration it is necessary to construct only one-half of the dis- 
placement diagram in order to determine the deflection of the 
lower chord panel points. The construction for the left half 
is shown in Fig. 144. 

The displacements are measured from a' {a'O = Og') since 
gf" and a' coincide (see Art. 142) and o' is also a", f>", c", d", etc. 
The deflections or vertical components of the displacements for 
the panel points 6 , c, and d are easily determined graphically by 
drawing horizontal lines from a', /', c', and d' and scaling the 
distances 6162 , C 1 C 2 , and dirf 2 . Their values are given on the 
figure. The deflections of the symmetrical panel points on 
the right side of the truss are of the same amount. 
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REINFORCED-CONCRETE BEAMS AND SLABS 

144. Reinforced Concrete. The tensile and transverse strength 
of plain concrete is very low and unreliable (see Art. 36), and its 
practical uses are limited to structures or parts of structures in 
which no tensile stresses are induced, ix,, to arches, piers, and 
certain massive constructions. In order to make concrete 
available for use in structural members involving tension, such 
as beams, for example, steel bars are embedded in the tension 
side of the beam. It is, of course, assumed that the bars are 
embedded so that the union between the steel and concrete is 
sufficient to make the two materials act as one. The purpose 
of the steel is to carry the tensile stresses. The concrete sustains 
the compressive and shearing stresses, because its resistance to 
these is comparatively large. Concrete in which steel bars are 
so embedded is called reinforced concrete. Steel reinforcement 
is also sometimes used in the compression areas of beams; 
because of its greater strength, the steel will resist more stress 
than the concrete that it replaces, and so, for a given total stress, 
the size of the beam can be reduced when compression reinforce- 
ment is used. Compression members, such as columns, are 
invariably reinforced, partly to reduce the size and partly to add 
to the security of the member. 

146. Types of Reinforcement. The reinforcing steel in rein- 
forced-concrete construction must be of such form and size 
that it may easily be incorporated as a part of the structure 
and provide sufficient surface to bond the two materials thor- 
oughly together. Square and round bars, varying in size from 
to 13^^ in., are used for reinforcing beams, slabs, walls, and 
columns; and wire fabric and expanded metal in various forms 
are used to a considerable extent in slabs, walls, and other thin 
sections. 
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Bars are almost invariably made with projections or indenta- 
tions, or both, on the surfaces to increase the adhesion between 
them and the concrete. These bars are called deformed bars, 
several types of which are shown in Fig. 145. Some of the 



Fig 145 


types of mesh reinforcement are shown in Fig. 146. Three 
grades of steel are used for bars rolled from new billet steel: (1) 
structural, (2) intermediate, and (3) haid. Structural-grade 
steel should have an ultimate strength of 55,000 to 70,000 p.s.i.; 
intermediate, from 70,000 to 90,000 p.s.i.; and the haid grade, 
80,000 p.s.i. or greater. Hard or high-carbon steel is likely to be 
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too brittle for safe use in light members subject to sudden impact 
stresses. In the past, the structural grade was preferred by 
most designers, but the present tendency is toward the use 
of the intermediate grade, with higher design stresses than were 
formerly allowed. Bars are sometimes rolled from old steel 



rails, but many specifications prohibit the use of such '' rerolled 
steer^ for important structures. 

Reinforcing bars are sold by weight. The base price applies 
only to bars in. in size, or larger. Bars smaller than these are 
charged for at the base price plus a ‘‘size extra,^^ which varies 
with the size of the bars. Bars are available only in certain 
standard sizes, as listed, with their areas, perimeters, weights, and 
size extras, in Table 1. 
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Table 1. — Standard Reinforcing Bars 


Round bars 


Square bars 


Size, 

in. 

Area, 
aq. in. 

Perim- 

eter, 

in. 

Weight, 
lb. per 
lin. ft. 

Size 
extra, 
ots. per 
100 lb. 

Size, 

in. 

Area, 
sq. in. 

Perim- 

eter, 

in. 

Weight, 
lb. per 
lin. ft. 

Size 
extra, 
cts. per 
100 lb. 

K 

0.0491 

0.786 


100 


0.2500 


0.85 

20 

H 


1.178 

0.38 

40 

1 

1.0000 


3.40 

0 

H 

0.1963 

1.571 

0.67 

20 


1.2656 

4.50 

4.30 

0 

H 

0.3068 

1.964 

1.04 

10 

IK 

1.5625 


5.31 

0 

H 

0.4418 

2.356 

1.50 

0 




1 


% 

0.6013 

2.749 

2.04 







1 

0.7854 

3.142 

2.67 








146. Placing the Reinforcement. In placing the reinforce- 
ment, four general requirements must be fulfilled: (1) There 
must be suflScient space between the bars to permit proper plac- 
ing of the concrete around them. (2) There must be sufficient 
concrete in the plane of the bars properly to transmit the stresses 
of tension and shear. (3) There must be sufficient concrete 
covering the bars to afford ample protection for the steel against 
moisture and fire damage. (4) The reinforcement must be 
accurately placed and adequately secured in position by concrete 
or metal chairs and spacers. 

Most specifications require that the minimum clear distance 
between parallel bars shall be times the diameter for round 
bars and 2 times the side dimension for square bars, but in no 
case shall the clear spacing between bars be less than 1 in. or less 
than 1 times the maximum size of the coarse aggregate. The 
reinforcement of footings and other principal structural members 
in which the concrete is deposited against the ground shall have 
not less than 3 in. of concrete between it and the ground contact 
surface. At surfaces of concrete exposed to the weather, the 
reinforcement shall be protected by not less than 2 in. of concrete. 
In structures in which the fire hazard is limited, reinforcement 
at surfaces not exposed directly to ground or weather shall be pro- 
tected by not less than in. of concrete for slabs and walls, 1 
in. for beams and girders, and 2 in. for columns. In structures 
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with an abnormal fire hazard, the minimum covering for slab 
reinforcement shall be 1 in., for beam and girder reinforcement 
2 in., and for column reinforcement 3 in. The insulations com- 
monly used are shown in Fig. 147. 

147. Allowable Unit Stresses. The unit stresses recommended 
by the Standard Building Code Committee of the American Con- 
crete Institute (hereafter referred to as the Joint Code) are given 
on page 49. These are stated in terms of the ultimate unit 
compressive strength fc of the concrete at the age of 28 days, as 
determined by tests of 6- by 12-in. or 8- by 16-in. cylinders. 
Concretes used in ordinary constructions have ultimate compres- 


2C 
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(a)- Beam with stirrups (b)-Beam without stirrups 

Fig. 147 . 
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sive strengths varying, with the type of member involved, from 
1500 to 4000 p.s.i., the most common values ranging from 2000 
to 3000 p.s.i. The required strength of the concrete is obtained 
by the proper proportioning of the cement, aggregate, and water 
(sec Art. 30). 


RECTANGULAR BEAMS WITH TENSION REINFORCEMENT 

148. Flexure Formulas. Figure 148 represents a portion of a 
rectangular concrete beam with a width of h in. and a total 
height of a in., and with tension reinforcement of area A, sq. in. 
placed at a distance of d in. from the compression surface. The 
distance d is called the effective depth of the beam. Let AB 
represent any cross-section before the load is applied to the 
beam and A'B' the same cross-section after the load is applied. 
The upper fibers of the beam (the compression fibers) will tend 
to shorten, and the lower fibers will lengthen. According to 
assumption 1, Art. 53, the deformation at any horizontal plane 
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in the beam is proportional to the distance from that plane to 
the neutral axis. With proper interpretation, the distance AA^ 
may be considered to represent the shortening of the extreme 
upper fibers for a unit length of beam, and BB' the unit elonga- 
tion of the steel. 

The tensile strength of the concrete in a beam is disregarded 
because of its low value, and hence all the tension force is con- 
centrated in the steel; the amount of this tension T is equal to 
the area of the steel, A^, in square inches multiplied by the unit 
stress in the steel, /s, in pounds per scpiare inch. The unit 
compression stress is a maximum, /<-, at the ('xtrc'me fiber; and 
it is assumed that this stress decreases uniformly to zero at tlic 



neutral axis. T^et k be the ratio of the distance between th(‘ 
compression surface and the neutral axis to the effective depth 
d, so that kd is the distance from i\w compression surface to the 
neutral axis. The total compnvssion C is etpial to the area 
of the shaded triangle in Fig. 147 multiplied by the width of the 
beam, or C = 3^/c X kd X b. For purposes of computation 
this total compression is assumed to be concentrated at the 
center of gravity of the triangle, which is one-third of the distance' 
kd from the compression surface. Let j be the raUo of the lever 
arm of the resisting couple C, Ty to the effective depth d, so that 
jd is the distance between the centers of gravity of the compres- 
sion and tension forcc*s. The internal moment Me in the beam, 
as determined by the compression force's, is equal to the total 
compression C times the lever arm Jd; hence, 

Me = {}ifM • h)jd - Hf.kjhd^ (1) 
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Similarly, the internal moment Af. as determined by the tension 
forces is 

M, = AJJd ( 2 ) 


If the ratio between the area of the steel and the effective area 
bd of the beam is called p (i.e., p = Aa/bd)^ then equation (2) 
may be written 

Ma = pbdfajd = pfsjbd'^ (2a) 


The actual internal moments as expressed by equations (1) 
and (2), or (1) and (2a), arc each equal to the external bending 
moment at all stages of loading (see Art. 54). But if the maxi- 
mum allowable moment Me [equation (1) with fc taken at 
maximum allowable valu(‘] is reached before the maximum allow- 
able moment Ma [ecpiation (2) with fa its maximum allowable 
value], this means that th(' beam will be overstressed on the 
compression side before the st('el is stressed to its limit; i.e., the 
beam has more stec'l than is theoretically required — it is over- 
reinforced. In designing a beam it is devsirable to place in the 
beam an amount of steel such that the limiting values of fc 
and/, will be reached simultaneously. If this ideal steel ratio is 
obtained. 


Me = Ma= }2f^kjbd'' = Aafajd = p/JM^ (a) 

or 

M = Kbd'^ (3) 

in which K = }ifckj or pfaj, 

fc and fa = the unit working stresses as given in Art. 43. 

The value of k to be used in designing a beam is obtained as 
follows: From the assumption that deformations vary as the 
distance from the neutral axis, 


AA' kd 
BB' d - kd 


(b) 


Since E = unit stress/unit deformation, it follows that 


AA' = 


k 

Ec 


and BB' = 4 

La 
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Hence, 

AA' _ ^ fc nfc n 
BB' ~ E/f. ~ f. ~ r 

in which n = E,/Ec 
r = f./fr 

Equating equations (h) and (c), 

n/c _ n __ kd 
ft r d -- kd 

from which 


n + r 


(c) 


(d) 

(4) 


The formula for the ideal steel ratio p which is required to 
make the maximum moment that can be resisted by the com- 
pression forces (t.e., the resisting moment of the concrete) equal 
to that of the stt*el is obtained as follows: From equation (a), 
^'^ckj = pfsj, and from this relation it follows that p = fc/2r. 

n 

Since for any given simultaneous values of fc and ^ ^ ^ 

[equation (4)], the required value of p, which will be called p, 
so as to distinguish it from the actual steel ratio AJhd^ is 


2r(n + r) 

The maximum allowable values of Me and will be equal to 
each other only when the amount of steel in the beam is such 

that the actual steel ratio, p = is equal to the specific value? 

Pi obtained from equation (5). 

The relation between simultaneous values of /, and fc is 
obtained directly from equation (d) : 


fc = 


f. 


fsk 


n(l — k) 
nfcil — k) 


k 


( 6 ) 

(7) 


The formula for A; which applies to the review of a beam is 
derived as follows: At any stage of loading, for equilibrium 
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the total compression stress C — yifjcbd must equal the total 
tension stress T = AJ, = pbdf,. Hence, ' 

I’ifjcbd = pbdf, (e) 

Substituting in equation (e) the value of /, from equation (7), 

M/ckbd = phd 

from which 

k = y/2'pn + (pn)2 — pn (8) 

The equation for j is obtained by inspection from Fig. 147; 

i,e,, jd = d — }ikdj and hence 

i=l-5 (9) 

149. Method of Design. Compute the maximum bending 

moment caused by the external loads (see Art. 6). Assume 
the weight of the beam and add the b(uiding moment due to this 
assumed weight to that caused by the external loads, to get the 
total bending moment in the beam. This must be revised 
later, if the actual weight of the beam does not agree with the 
assumed weight. Determine k [equation (4)], j [equation (9)], 
cross-section of beam [equation (1)], area of steel [equation (2)]. 
Unless it is governed by architectural or other limitations, make 
b from to of d, and keep b in multiples of 2 in. 

160. Method of Review. Determine k [equation (8)], j 
[equation (9)], Me or fc [equation (1)], M, or /, [equation (2)]. 
If the safe load is required, use the smaller of the values Me or 
Ms, deduct the moment due to the weight of the beam, and 
compute the live load which will produce the remaining moment. 

161. Tables for Values of k and j. Values of fc, j, K, and pi, 
based on equations (4), (9), (3), and (5) for various combinations 
of n, fa, and/c, are given in Table 2. Values of fc and j, based on 
equations (8) and (9), for various combinations of n and p, are 
given in Table 3. The computations involved in actual prob- 
lems can be simplified to some extent by reading the values of fc 
and j from these tables. The values of the ideal steel ratio pi 
in Table 2 are particularly useful in review problems in which 
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Table 2. — Dbhion op Rectangular Beams and Slabs 


•'“1-3 “ arliTT 7) ^ 


n and/'« 

/. 

U 

k 

i 

V* 

K 


18,000 

1200 

0.348 

0.884 

0.0116 

185 




0.384 

0.872 

0.0149 

234 



1500 

0.400 

0.867 

0.0167 

260 

8 


1688 

0,429 

0.867 

0.0201 

310 

(3760) 


1200 

0.324 

0.892 

0.0097 

173 




0.359 


0.0126 

221 



1600 

0.375 

0.875 

0.0141 

246 



1688 

0.403 

0.866 

0.0170 

294 


18,000 


0.357 

0.881 

0.0099 

157 




0.379 

0.874 

0.0116 

183 



laoo 

0.400 

0.8C7 

0.0133 

208 

10 


1360 

0.428 

0.867 

0.0161 

248 

(3000) 

20,000 

1000 

0.333 

0.889 

0.0083 

148 



1100 

0.355 

0.882 

0 0098 

172 



1200 

0.375 

0.875 

0.0113 

197 



1360 

0.4U3 

0.866 

0.0136 

235 



750 

0.360 

0.880 

0.0084 

119 



800 

0.375 

0.875 

0.0094 

131 



900 

0.403 

0.866 

0.0113 

156 



1000 

0.429 

0.857 

0.0134 

184 



1136 

0,467 

0.848 

0.0161 

218 



750 

0.333 

0.880 i 

0.0069 

111 

1 o 


800 

0.348 

0.884 1 

0.0077 

123 

xz 

i 

900 

0.375 

0.875 

0.0094 

148 



1000 

0.400 

0.867 

0.0111 

173 



1126 

0.428 

0.867 

0.0134 

207 



750 

0.310 

0.897 

0.0058 

104 



800 

0.324 

0.892 

0.0065 

116 



900 

0.351 

0.883 

0.0079 

140 



1000 

0.376 

0.875 

0.0094 

164 



1126 

0.403 

0.866 

0.0113 

196 



650 

0.379 

0.874 

0.0077 

108 



700 

0.397 

0.868 

0.0087 

121 



750 

0.414 

0.862 

0.0097 

134 



800 

0.429 

0.857 

0.0107 

147 



900 

0.467 

0.848 \ 

0.0129 

176 



650 

0.351 

0.883 

0.0063 

101 

1 R 


700 

0.368 

0.877 

0.0072 

113 



750 

0.385 

0.872 

0.0080 

126 



800 

0.400 

0.867 

0.0089 

139 



900 

0.429 

0.857 

0.0107 

166 



650 

0.323 

0.891 

0 . 0053 

94 




0.344 

0.885 

0.0060 

106 



750 

0.359 

0.880 

0.0067 

118 



800 

0.374 

0.875 

0.0075 

181 



900 

0.403 

0.866 

0.0091 

167 


Boldface for 0.4/'e; italics for 0 A 5 f^e 
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Tablb 3. — Ruvnsw of Rbctangui<ar Beams and Slabs 


k = y/ipn + (pn)» - jm } -> I ~ 


V 

n 1 

- 8 

n - 10 

1 n - 12 

n - 15 

h 

3 

k 

3 

k 

i 

k 

3 

0.0010 

0.119 

0.960 

0.132 

0.956 

0.145 

0.952 

0.158 

0.947 

0.0020 

0.164 

0.945 

0.181 

0.940 

0.196 

0.935 

0.217 

0.928 

0.0030 

0.196 

0.935 

0.217 

0.928 

0.235 

0.922 

0.258 

0.914 

0.0040 

0.223 

0.926 

0.246 

0.918 

0.266 

0.911 

0.292 

0.903 

0.0050 

0.246 

0.918 

0.270 

0.910 

0.291 

0.903 

0.820 

0.893 

0.0054 

0.254 

0.915 

0.279 

0.907 

0.300 

0.900 

0.329 

0.891 

0.0058 

0.262 

0.913 

0.287 

0.904 

0.309 

0.897 

0.337 

0.888 

0.0062 

0.269 

0.910 

0.296 

0.901 

0.317 

0.894 

0.348 

0.884 

0.0066 

0.276 

0.008 

0.304 

0.899 

0.325 

0.892 

0.356 

0.881 

0.0070 

0.283 

0.906 

0.311 

0.896 

0.334 

0.889 

0.365 

0.878 

0.0072 

0.286 

0.905 

0.314 

0.895 

0.338 

0.887 

0.369 ! 

0.877 

0.0074 

0.290 

0.903 

0.318 

0.894 

0.342 

0.886 

0.372 

0.876 

0.0076 

0.293 

0.902 

0.321 

0.893 

0.345 

0.885 

0.376 * 

0.875 

0.0078 

0.297 

0.901 

0.325 

0.892 

0.349 

0.884 

0.380 

0.873 

0.0080 

0.300 

0.900 

0.328 

0.891 

0.353 

0.882 

0.384 

0.872 

0.0082 

0.303 

0.899 

0.332 

0.889 

0.356 

0.881 

0.387 

0.871 

0.0084 

0.306 

0.898 

0.336 

0.888 

0.360 

0.880 

0.390 

0.870 

0.0086 

0.309 

0.897 

0.338 i 

0.887 

0.363 

0.879 

0.394 

0.869 

0.0088 

0.312 

0.896 

0.341 

0.886 

0.366 

0.878 

0.398 

0.867 

0.0090 

0.314 

0.895 

0.344 

0.885 

0.370 

0.877 

0.402 

0.866 

0.0092 

0.317 

0.894 

0.347 

0.884 

0.373 

0.876 

0.405 

0.865 

0.0094 

0.320 

0.893 

0.350 

0.883 

0.376 

0.875 

0.407 

0.864 

0.0096 

0.322 

0.893 

0.353 

0.882 

0.379 

0.874 

0.411 

0.863 

0.0098 

0.325 

0.802 

0.356 

0.881 

0.381 

0.873 

0.414 

0.862 

0.0100 

0.328 

0.891 

0.358 

0.881 

0.385 

0.872 

0.418 

0.861 

0.0104 

0.333 

0.889 

0.363 

0.879 

0.391 

0.870 

0.423 

0.859 

0.0108 

0.339 

0.887 

0.369 

0.877 

0.396 

0.868 

0.429 

0.857 

0.0112 

0.343 

0.886 

0.375 

1 0.875 

0.402 

0.866 

0.434 

0.855 

0.0116 

0.348 

0.884 

0.380 

0.873 

0.407 

0.864 

0.440 

0.853 

0.0120 

j 0.353 

0.882 

0.384 

0.872 

0.412 

0.8 G 3 

0.446 

0.851 

0.0124 

0.357 

0.881 

0.389 

0.870 

0.417 

0.861 

0.451 

0.850 

0.0128 

0.362 

0.879 

0.394 

0.869 

0.422 

0.859 

0.457 

0.848 

0.0132 

0.366 

0.878 

0.398 

0.867 

0.427 

0.858 

0.461 

0.846 

0.0136 

0.370 

0.877 

0.403 

0.866 

0.432 

0.856 

0.466 

0.845 

0.0140 

0.374 

0.875 

0.407 

0.864 

0.436 

0.855 

0.471 

0.843 

0.0144 

0.379 

0.874 

0.412 

0.863 

0.440 

0.853 

0.476 

0.842 

0.0148 

0.383 

0.872 

0.416 

0.861 

0.444 

0.852 

0.479 

0.840 

0.0152 

0.386 

0.871 

0.420 

0.860 

0.449 

0.850 

0.483 

0.839 

0.0156 

0.390 

0.870 

0.424 

0.859 

0.453 

0.849 

0.487 

0.838 

0.0160 

0.394 

0.869 

0.428 

0.857 

0.457 

0.848 

0.493 

0.836 

0.0170 

0.403 

0.866 

0.437 

0.854 

0.467 

0.845 

0.502 

0.833 

0.0180 

0.412 

0.863 

0.446 

0.851 

0.476 

0.841 

0.513 

0.829 

0.0190 

0.420 

0.860 

0.455 

0.848 

0.485 

0.838 

0.522 

0.826 

0.0200 

0.428 

0.857 

0.463 

0.846 

0.493 

0.836 

0.531 

0.823 
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the resisting moment of a given beam is required. The actual 
steel ratio (p = Aa/bd) can be compared with the tabulated 
value of Pi ; if it is greater than p^, obviously the beam is over- 
reinforced and the strength of the beam is governed by its com- 
pressive resistance [equation (1)], and vice versa. 

162. Design of a Rectangular Beam with Tension Reinforcement. Deter- 
mine the required cross-section and area of steel for a simply supported 
rectangular beam with a span of 18 ft.-O in. which is to carry a uniform live 
load of 1000 lb. per Im. ft. A 2500-lb. concrete and reinforcing bars of 
structural-grade steel are to be used. 

Assume weight of beam to be 220 lb. per lin. ft. Total load = 1220 lb. 
per ft. 

-T M ^ m X 1220 X 182) X 12 = 593,000 in.-lb. 

From Table 2, A; = 0.400, j == 0.867, and K = 173. 

% 

< 593,000 = K X 1000 X 0.400 X 0.867 X hd^ 

[ - 1735^2 

I bd^ (required) = 3420 in.® 

Select b = 10; then d = 18.5 or 19 in. 

Total cross-section of beam = 10 X 21 (see Fig. 
149), and ^\elght = (10 X 21/144) X 150 = 220 lb. 
per lin. ft., as assumed. 

593,000 ^ As X 18,000 X 0.867 X 19 
As (required) == 2.00 sq. m. 


U-^Stirrup 

"4 






Fig. 149. 


Two 1-in. square bars will be used, as shoAA n in Fig 149. The purpose of 
the stirrups shown in Fig. 149, and the method of determining their size 
and spacing are explained in Arts 163 to 165. 

163. Review of a Rectangular Beam with Tension Reinforcement. A 
rectangular reinforced-concretc* beam has a total cross-section of 8 by 14 in. 
and a span of 20 ft.-O in. It is reinforced with four ^ square bars in one 
row, the center of which is 1^2 above the low^er surface of the beam. 
Assuming a 2000-lb. concrete' and structural-grade steel, what is the greatest 
concentrated load that can be placed on the beam at mid-span? 


P 


4 X_0.25 
8 X 12.5 


0.0100 


From Table 3, A; 0.418, and j == 0.861. 

Me = 3^ X 800 X 0.418 X 0.861 X 8 X (12.5)® « 180,000 in.-lb. 
M, = 1.00 X 18,000 X 0.861 X 12.5 = 194,000 in.-lb. 
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Hence, this beam is slightly weaker in compression than it is in tension, 
and the maximum bending moment cannot exceed 180,000 in.-lb. Owing 
to its own weight (117 lb. per lin. ft.) the bending moment is 

M X 117 X 20* X 12 = 70,200 in.-lb. 

The maximum moment available for the concentrated load is then 
180,000 — 70,200 * 109,800 in.-lb. The maximum bending moment 
caused by the concentrated load (see Art. 6) is 

y 4 ,Pl = yp X 20 X 12 - mp in.-lb.; 

hence, GOP « 109,800 and P (max.) = 1830 lb. 

The fact that for this beam Me is less than M^ could have been shown by 
comparing the actual steel ratio 0.0100 with the ideal steel ratio for the 
given stresses, which, from Table 2, is 0.0089. The comparison shows that 
the beam is overreinforced, and the above computation for Mh is unnecessary. 

ADDITIONAL PROBLEMS 

1. A simply supported rectangular beam has a total c»*oss-section 
of 10 X IG in. and a length of 20 ft.-O in. It is reinforced with 
four 5^ -in. round bars in one row. The distance from the centers of the 
bars to the lower surface of the beam is 2^2 in. With 2500-lb. concrete and 
intermediate grade steel, what is the resisting moment of the beam? 

2. If a concentrated load of 3500 lb. were placed on the beam of Example 1, 
at a distance of 7 ft.-O in. from the support, what would be the maximum 
unit stress in the concrete and the maximum unit stress in the steel? 

3. A simply supported rectangular beam with a span of 18 ft.-O in. sup- 
ports a uniform live load of 975 lb, per lin. ft. and a concentrated load of 
3000 lb. at the middle of the span. With = 3000 p.s.i. and with inter- 
mediate-grade reinforcing steel, determine the required cross-section and 
steel area. 

4. A simply supported rectangular beam with a span of 17 ft.-O in. sup- 
ports a live load which varies in amount from zero at the left support uni- 
formly to an amount of 1000 lb. per lin. ft. at the right support. A 2500-lb. 
concrete and structural-grade reinforcing bars are to be used. Determine 
the required cross-section and steel area. 

5. A rectangular beam, simply supported, has a width of 14 in. and an 
effective depth of 26 in. If n = 12 and if the allowable unit stresses are 
1000 p.s.i. and 20,000 p.s.i. for the concrete and steel, respectively, what 
steel area must be used in order that the resisting moment with respect 
to the strength of the concrete is the same as the resisting moment with 
respect to the steel? 

6. What would be the resisting moment of the beam in Example 5 if the 
reinforcement consisted of four J^-in. round bars? 
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SLABS 

164. Types of Slabs. Slabs may be supported on two sides 
only, or they may rest on beams along all four edges. A slab 
which is supported only on two sides is essentially a rectangular 
beam of comparatively large ratio of width to depth. There 
are, however, certain modifications entering into the design and 
review of such slabs which it was not necessary to consider in 
the solution of rectangular beams. Slabs which are supported 
on four sides, with reinforcement in two directions, present the 
additional problems of determining the proportion of the total 
load that is transmitted in each direction to the supporting beams 
and also allocating this proportion of the total load to the various 
strips into which the slab is assumed to be divided. These 
problems are considered in Art. 160. 

Floor slabs in buildings are usually designed for a uniform live 
load covering the entire slab area. The following discussions 
are intended to apply only to the analysis of su(*h uniformly 
loaded slabs. Concentrated loads on concrete slabs are sup- 
ported by a greater width of slab than the mere contact width. 
Methods of computing the probable distribution of concentrated 
loads are generally given in the specifications governing the 
design of the structure of which the slab is a part. Multiples 
of ill- used in selecting the total thickness of 

slabs. 

166. Slabs Supported on Two Sides Only. The simplest form 
of slab is one of indefinite width, supportc'd only by two beams, 
one at each edge of the slab. If a 12-in. strip of slab were cut out 
at right angles to the supporting beams, such as either of the 
shaded areas in Fig. 150, a rectangular beam 12 in. in width 
would result, with a depth equal to the thickness of the slab, 
and a length equal to the distance between supports. This strip 
could then be analyzed by the same formulas which were used in 
problems dealing with rectangular beams, the bending moment 
being computed for a width of 1 ft. The load per square foot 
on the slab would then be the load per linear foot on the imaginary 
beam. Since all the load on the slab must be transmitted to 
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the two supporting beams, it follows that all the reinforcing 
steel should be placed at right angles to these beams, with the 
exception of any bars that may be placed in the other direction 
to take care of shrinkage and temperature stresses. A slab 
which is supported on two sides only thus consists (in theory) of a 
series of rectangular beams side by side. 

The ratio of steel in a slab may be determined by dividing the 
sectional area of one bar by the area of concrete between two 



Fig. 160 . 


successive bars, the latter area being the product of the depth to 
the center of the bars and the distance between them, center to 
center. Thus, if a 5-in. slab with an effective depth d of 4 in. is 
reinforced with 3^^-in. round bars spaced 4).^ in. on centers, the 
0.1963 

ratio p = = 0.0110. 

The spacing of bars which is necessary to furnish a given area 
of steel per foot of width is obtained by dividing the number of 
bars required to furnish this area into 12. For example, to 
furnish an average area of 0.444 sq. in. per ft., with }^-in. round 
bars, requires 0.444/0.1963 = 2.3 bars per foot; the bars must be 
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spaced not more than 12/2.3 = 5.2 in. center to center. The 
required spacing of bars could also bo obtained from Table 4. 


Table 4 . — Areas of Bars in Slabs , in Square Inches per Foot 


Spac- 


Size of round bar, in. 


Size of square bar, in. 


in. 

/4 

H 


H 


% 

1 

H 

1 

IH 

m 

3 

0.20 

0.44 

0.78 

1.23 

1.77 

2.40 

3.14 

1.00 

4.00 

5.06 

6.25 

3M 

0.17 

0.38 

0.67 

1.05 

1.51 

2.06 

2.69 

0.86 

3.43 

4.34 

5.36 

4 

0.15 

0.33 

0.59 

0.92 

1.32 

1.80 

2.36 

0.75 

3.00 

3.80 

4.69 

4}4 

0.13 

0.29 

0.52 

0.82 

1.18 

1.60 

2.09 

0.67 

2.67 

3.37 

4.17 

5 

0.12 

0.26 

0.47 

0.74 

1.06 

1.44 

1.88 

0.60 

2.40 

3.04 

3.75 


0.11 

0.24 

0.43 

0.67 

0.96 

1.31 

1.71 

0.55 

2.18 

2.76 

3.41 

6 

0.10 

0.22 

0.39 

0.61 

0.88 

1.20 

1.57 

0.50 

2.00 

2.53 

3.12 

6H 


0.20 

0.36 

0.57 

0.82 

1.11 

1.45 

0.46 

1.85 

2.34 

2.89 

7 


0.19 

0.34 

0.53 

0.76 

1.03 

1.35 

0.43 

1.71 

2.17 

2.68 

7H 


0.18 

0.31 

0.49 

0.71 

0.96 

1.26 

0.40 

1.60 

2.02 

2.50 

8 


0.17 

0.29 

0.46 

0.66 

0.90 

1.18 

0.37 

1.50 

1.89 

2.34 

9 


0.15 

0.26 

0.41 

0.59 

0.80 

1.05 

0.33 

1.33 

1.69 

2.08 

10 


0.13 

0.24 

0.37 

0.53 

0.72 

0.94 

0.30 

1.20 

1.52 

1.87 

12 


0.11 

0.20 

0.31 

0.44 

0.60 

0.78 

0.25 

1.00 

1.27 

1.56 


If the slab is of one span only and if it rests freely on its supports, the 
maximum positive moment My assuming a uniform load of w lb. per sq. ft., 
is M — Hwl^. The span length I is taken as the distance center to center 
of supports, but it need not exceed the clear span plus the depth of the slab. 
If a single-span slab is built monolith ically with the supporting beams, 
provision must be made for the negative moment which is developed at the 
supports by the condition of restraint there. The maximum positive 
moment would be less than for a corresponding freely supported slab. 
Positive and negative moments of } niay be used. 

If the slab is of more than one span, built monolithically with the sup- 
porting beams or walls, both positive and negative moments exist, which 
should be computed by the principles of continuity. The span length I of 
such slabs may be taken as the clear distance between faces of supports. 
Consideration should be given to the relative lengths of adjoining spans, 
the comparative stiffness of the supports, and the relation between the 
magnitudes of the dead and live loads. The Joint Code recommends the 
following maximum moments and shears where the spans are approximately 
equal (actually, where the longer of two adjacent spans does not exceed 
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the shorter by more than 20 per cent) and where the intensity of the live 
load does not exceed three times the intensity of the dead load; 

Negative moment at face of first interior support: 

For spans greater than 10 ft. 

Two spans, M == 

More than two spans, M == 

For spans less than 10 ft. 

Two spans, M = 

More than two spans, M ^ Yy 2 wl^ 

Negative moment at face of other interior supports: 

M = Vizwl^ 

Positive moment at center of span: 

End spans, M = 

Interior spans, M = ^ 2 "^^ 

Shear in end spans at first interior support: 



Shear at other supports: 



156 . Placing the Reinforcement. The insulation at the bot- 
tom should follow the recommendation of the Joint Code unless 
conditions warrant some change (see Art. 146). In the average 
slab, a depth of 1 in. below the center of the steel may be used. 

The lateral spacing of bars, except those which are used only 
to prevent shrinkage and temperature cracks, should not exceed 
three times the thickness of the slab; the minimum spacing is 
given in Art. 146. 

157 . Temperature Reinforcement. Reinforcement for shrink- 
age and temperature stresses normal to the principal reinforce- 
ment shall be provided in slabs where the principal reinforcement 
extends in one direction only. The Joint Code specifies the 
following minimum ratios of reinforcement area to effective con- 
crete area, but in no case shall such reinforcement bars be placed 
farther apart than five times the slab thickness or more than 
18 in. 
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Floor slabs where plain bars are used 0 . 0025 

Floor slabs where deformed bars are used 0 . 0020 

Floor slabs where wire fabric is used, having welded 
intersections not farther apart in the direction of 

stress than 12 in 0,0018 

Roof slabs where plain bars are used 0 , 0030 

Roof slabs where deformed bars are used 0 . 0025 

Roof slabs where wire fabric is used, having welded 
intersections not farther apart in the direction of 
stress than 12 in 0.0022 


In general, J'^-in. round bars at 12 in. on centers or %-in. 
round bars at 18 in. on centers will be satisfactory. 


158. Design of a One-way Slab. Design a fully continuous reinforced- 
concrete slab, supported on two sides only, to sustain a live load of 120 lb. 
per sq. ft. The span of the slab is 11 ft.-O in. A 2000-lb. concrete is to 
be used;/« = 18,000 p.s.i. 

Assuming a 5-in. slab and considering a 12-in. strip at right angles to the 
supporting beams, the maximum external bending moment on this strip, 
which may be considered as a rectangular beam 12 in. in width, is 

= 3^(2 X 182 X IP X 12 = 22,000 in.-lb. 


Since M = Khd^^ in which A = 139 (Table 2), the required effective 
cross-section of the imaginary beam is 


, , 22,000 
^ = 139 


159.0 in.3 


Since b = 12 in., d = 3.6 in. Selecting d as a multiple of in., the 
depth to the center of the steel is made 4 in., and the total thickness 5 in. 
This agrees with the assumed value, and no revision is nec.essary. 

From Table 2, j = 0.867. The area of ste(*l per foot of slab width is 
obtained from equation (2) of Art. 148 as follows: 


22,000 = X 18,000 X 0.867 X 4 
Ag — 0.353 sq. in. 

Selecting J^-in. round bars, 0.353/0.1963 = 1.8 bars are required per foot 
of width. The maximum spacing is then 12/1.8 = 6.7 in. In order to 
simplify the construction, a spacing of 6>^ in. is used throughout the slab. 
Since this gives a suitable arrangement, the J^-in. round bars are satis- 
factory. To provide for the negative moments at the supports alternate 
bars will be bent up at the quarter points of the span and continued across 
the supports into the adjacent spans to the quarter points of these spans, 
thus furnishing the same steel area near the top of the slab over the supports 
as is furnished near the bottom of the slab at the middje of the span. Tern- 
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perature and shrinkage stresses in the direction perpendicular to the main 
reinforcement will be provided for by placing round bars at 12 in. pn 
centers, or %-in. round bars at 18 in. on centers, at right angles to the main 
reinforcement. 

169. Review of a One-way Slab. Review the slab which was designed in 
Art. 158, to determine the maximum unit stresses in the steel and in the 
concrete, when the slab is loaded with its full live load of 120 lb. per sq. ft. 

The maximum bending moment on a 12-in. strip of slab, as computed in 
Art. 158, is 22,000 in.-lb. The average steel ratio is 


0.1963 
^ “ 6.5 X 4 


0.0075 


From Table 3, A; = 0.374 and j — 0.875; and substituting in equation (2o), 
the unit stress in the steel is obtained as follows: 


22,000 = 0.0075 X /, X 0.875 X 12 X 4* 

= 17,500 p.s.i. 

The unit stress in the concrete is obtained from equation (6), Art. 148. 




17,500 >^0.374 
15(1 - 0.374) 


697 p.s.i. 


ADDITIONAL PROBLEMS 

1. Design a fully continuous slab, supported on two sides only, to support 
a uniform live load of 200 lb. per sq. ft. The span of the slab is 10 ft.-O in., 
and a 2500-lb. concrete is to be used, with structural-grade reinforcing steel. 

2. A slab of one span, freely supported on two sides only, has a span of 
1 1 ft.-O in. and a total thickness of 5 in. and is reinforced with J^-in. round 
bars 7 in. on centers, the centers of the bars being 1 in. above the lower sur- 
face of the slab. If f'c = 2500 p.s.i. and /, = 20,000 p.s.i., what is the safe 
uniform live load, in pounds per square foot, that can be placed upon the 
slab? 

160. Slabs Supported on Four Sides. When a slab is square 
or nearly so and there are beams at the four edges of the panel, 
the slab should be reinforced in two directions so as to transmit 
the total load to all four beams. If the panel is square and if the 
construction is such that the same degree of restraint exists at 
each edge, one-half the total load will be transmitted to each 
pair of beams. If the panel is longer in one direction than in the 
other, more than one-half the load will be transmitted in the 
shorter direction, and the remainder will be transmitted in 
the longer direction. If, however, one side of the panel is very 
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much longer than the other, such a large proportion of the total 
load will be transmitted in the shorter direction (owing to the 
relatively large stiffness of the slab in this direction) that rein- 
forcement parallel to the longer side would be of little practical 
value. 

The distribution recommended in the 1928 Report^ of the Joint 
Code Committee is that the part w\ of the total load w which is 
transferred in the short direction (see Fig. 151) is represented 
by the equation 

in which I = the longer dimension, in feet. 

Z' = the shorter dimension, in feet. 
Then, if W 2 is the part of the total load that is transferred in the 
longer direction, 

W2 — w — Wi (11) 

Two strips, each with a width of 12 in., must be designed (or 
investigated), one strip parallel to the short dimension of the slab 
and one parallel to the long dimension. The value of d that 
is established for one set of bars definitely fixes the corrcisponding 
value to be used for the other set. The two sets of bars are 
placed one above the other, the upper resting directly on the 
lower. In a square slab it is customary to use the effective depth 
for the upper row in all computations and to place the same 
reinforcement in the lower row. In rectangular slabs, it will 
generally be found economical to place the shorter bars, which 
carry the larger part of the load, underneath the longer bars. 

161. Design of a Two-way Slab (1928 Joint Code). A typical interior 
(fully continuous) floor panel is to be 9 ft.-O in. by 10 ft.-O in. in plan. The 
slab is to be reinforced in two directions and is to carry a uniform live load of 
3001b. per sq. ft. Assume /c = 1000,/* = 18,000, and n = 12. Design the 
slab. 

Assume weight of slab as 50 lb. per sq. ft. (4-in. slab); then 
w « 300 -h 60 = 350 lb. per sq. ft. 

1 See Art. 162. 


Long dimension*!^ 


1 1 


Fio. 151. 
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For a 12-m. atrip in the short direction^ 

wi = - K)350 = 215 lb. per ft. 

M = H 2 X 215 X 9* X 12 = 17,500 in.-lb. 

From Table 2, A; = 0.400 and j =» 0.867. 

17.500 = K X 1000 X 0.40 X 0.867 X 12 X d* 
d (required) =» 2.9 in. 

Use d = 3 in.; with 1-in. insulation, total thickness = 4 in., as assumed. 
For a 12-m. strip in the long direction^ 

W 2 = 350 - 215 = 135 lb. per ft. 

M = H 2 X 135 X 10* X 12 « 13,500 in.-lb. 

13.500 = H X 1000 X 0.400 X 0.867 X 12 X d* 
d (required) = 2.55 in. 

With a 4-in. slab the d furnished for the long bars (assumed as in. in 
diameter) is only 4 — 1 — 3^2 = 2.50 in. Though sufficiently close for 
practical purposes, theoretically the slab should be made thicker, to furnish 
at least 2.55 in. of effective d(‘pth for the long (upper) bars. A 434-in. slab 
will be used. Then, for the short bars, d = 3.25 in., and for the long bars, 
d == 2.75 in. 

Short bars: 

17.500 ^ An X 18,000 X 0.867 X 3.25 
As = 0.345 sq. in. 

From Table 4, ^^-in. round bars 63^2 in. center to center are satisfactory for 
the short direction. 

Long bars: 

13.500 = A. X 18,000 X 0.867 X 2.75 
Aa = 0.314 sq. in. 

From Table 4, J^-in. round bars 7^ in. center to center arc satisfactory for 
the long direction. 

161a. Review of a Two-way Slab (1928 Joint Code). A typical interior 
floor panel (fully continuous), 10 ft.-O in. by 12 ft.-O in., is reinforced in two 
directions with ^^-in. square bars 8 in. center to center, the center of the 
lower row of bars being placed 1 in. above the lower surface of the slab. 
The total thickness of the slab is 5 in. Allowable unit stresses are /, = 
20,000, fc = 800, and n = 15. What live load per square foot will the panel 
sustain? 

Investigation of Short Direction. The bars in the short direction are 
placed beneath the others, and d = 4 in. 
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Comparing this with the steel ratio required for balanced design in Table 2 
(0.0077), it is seen that the slab is slightly overreinforced in the short direc- 
tion. From Table 3, A; = 0.380 and j = 0.873; hence, for a 12-in. strip, 

Me ^ H X 800 X 0.380 X 0.873 X 12 X 4» = 25,500 in.-lb. 

25,500 = XwiX 10* X 12 
=* 255 lb. per ft. 

255 - - ^)w = 0.7w 

w =» 364 lb. per sq. ft. 

Investigation of Long Direction. The effective depth of the long bars is 
31^ in. 

p = = 0.0089 

8 X 3.5 

Table 2 shows that the slab is overreinforeed in the long direction, and 
Table 3 gives k = 0.400 and j = 0.866; hence, for a 12-in. strip, 

Me = H X 800 X 0.400 X 0.866 X 12 X 3.5* = 20,400 in.-lb. 

20,400 = 42 X u?2 X 12* X 12 
W 2 = 142 lb. per ft. 

142 = O.Zw 
w == 473 lb. per sq. ft. 

From the two investigations above, it is seen that a total load of 473 lb. 
per sq. ft. could be placed on the slab without overstressing it in the long 
direction. This load, however, would considerably overstress the slab in 
the short direction. Hence, the maximum load per square foot that can be 
placed on the slab is governed by the strength of the short direction and 
equals 364 lb. as computed above. Since the slab weighs 62 lb. per sq. ft., 
the safe live load is 364 — 62 = 302 lb. per sq. ft. 

162. Analysis of Two-way Slabs According to 1940 Joint Code. 

The method of load distribution described in Art. 160 is no 
longer considered a generally accepted means of analyzing slabs 
supported on four sides. However, the design is easily made, the 
resulting details are known to be on the safe side, and, if only a 
small floor area is involved, the added cost of the construction is 
not prohibitive. The use of the method may therefore be 
justified in some cases, and the problems in Arts. 161 and 161a are 
given to illustrate the fundamental principles involved. 

A reasonably simple rational method of two-way slab analysis 
has been proposed in the Joint Committee Report of June, 1940, 
which takes into consideration the effect of discontinuity at one 
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or more edges of the panel. In this method, the slab is con- 
sidered to be built monolithically with fhe supporting walls ot 
beams, so that a negative moment is developed on all exterior 
edges. 

The panel is divided into middle strips and outer strips. If the 
panel is nearly square, the middle strip has a width of one-half 
panel, and each outer strip has a width of one-quarter panel. In 
panels where the ratio of short span Ls to long span Ll is less 
than 0.5, the width of the middle strip that extends in the short 
direction is equal to the difference between the long and short 
spans, the remaining area being divided equally between the two 
outer strips. 

The span lengths are taken as the distance between the centers 
of supports or as the clear span plus twice the slab thickness, 
whichever value is the smaller. The critical sections for bending 
moment are along the center lines of the panel for positive 
moment and along the faces of the supporting beams or walls 
for negative moment. 

The bending-moment coefficients are shown in the code 
for a strip of slab 1 ft. wide and are in terms of where w 
is the uniform load per square foot on the panel and Ls is the 
short-span length. Moments, whether for strips in the long or 
short direction, arc computed in terms of the short-span length. 
The recommended coefficients are based partly on analysis and 
partly on test data. These coefficients vary, according to 
whether all edges of the panels are continuous, or whether one 
or more edges are discontinuous. 

The loads on the supporting beams are assumed to be uni- 
formly distributed throughout the spans of the beams, but the 
amount of load supported by each beam is considered to be all 
the load on an area bounded by the intersection of a 45-degree 
line from the corners of the panel with the center line of the panel 
parallel to the long side. The moments and shears in these 
beams are then computed in the usual way. 

A complete discussion of this method, together with the recom- 
mended coefficients and numerical applications, is given in the 
authors^ ‘‘Design of Concrete Structures. 
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DIAGONAL TENSION, SHEAR, AND BOND 
163. Shear and Diagonal Tension. The preceding articles 
contain an outline of the methods of calculating the maximum 
fiber stresses in the concrete and steel of a reinforced-concrete 
beam or slab and of so proportioning the amounts of steel and 
concrete that the working strength of any part of the beam in 
flexure is not exceeded. 

There are other internal stresses existing in a concrete beam 
which, if not properl}’' cared for, may in themselves cause failure 
of the beam. These stresses are: (1) shearing stresses, or those 



Fig. 152. 
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7 
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tending to make one plane of concrete, either vertical or hori- 
zontal, slide along an adjacent plane; (2) diagonal-tension 
stresses, or those which cause cracks in the concrete along inclined 
planes near the points of maximum shear; and (3) in reinforced 
beams, bond stresses, or those tending to cause the steel to pull 
away from the concrete when under stress and thus destroy the 
unity of the beam. 

The formula for the maximum unit longitudinal shear is 
derived as follows: Let Fig. 152a represent a short piece of a 
reinforced-concrete beam, with the internal stresses of compres- 
sion, tension, and vertical shear acting on both the cut faces. 
As explained in Art. 57, if this piece is taken from the left portion 
of the beam, the forces T and C are greater than T' and C'; 
hence, there is a tendency for the portion below any horizontal 
plane between the steel and the neutral axis to move toward 
the right as shown in h. This movement is resisted by the longi- 
tudinal shearing stresses acting on the plane. The unit shear is 
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in which bx == the area of the plane under consideration. Taking 
moments about point A, following the same procedure as for a 
homogeneous beam (Art. 57), (T — T')jd = Vx, from which 


Substituting in equation (a), 


In all computations involving ^ ^ 

shearing stresses, the value of j } 

may be taken as Js inasmuch as ^ 

a slight variation in j will not 

materially affect the ultimate result. Above the neutral axis, 
the unit shear is less than the value given in equation (12), vary- 
ing to zero in a parabolic curve, as shown in the shaded area 
in Fig. 152a. In any beam the absolute maximum unit shear 
occurs at the section where the total shear F is a maximum. 




Diagonal tension stresses are inclined tension stresses which 
are caused by a combination of shearing stresses and tension due 
to bending. Let Fig. 153 represent an infinitely small cube taken 
from a beam at any section along the neutral axis. Two pairs 
of shearing forces, horizontal (vh) and vertical (Vv), of equal 
intensity, are acting on the cube as shown. When these shearing 
forces are combined in pairs as shown in Fig. 153, tension stresses 
are produced in the direction MN, and compression stresses at 
right angles. The inclined tension stresses tend to produce a 
crack across the cube as shown, because of the low strength of 
concrete in tension. For a cube below the neutral axis, the 
forces M and N would be further affected by the tension fiber 
stresses in the concrete. An exact solution for the maximum 


value of the inclined tension stress is not possible, but it can be 
seen that the inclined stress varies with the shearing stress. By 
limiting the shearing stress to a value which has been found 
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by actual tests to be low enough to insure against failure by 
diagonal tension, it may be considered that the danger of such 
failure has been eliminated. The crack which is shown in 
Fig. 153 can be prevented by placing vertical or inclined bars 
in the beam in the region where the crack is expected. Hooking 
the main tensile reinforcement will also tend to prevent the 
formation of inclined cracks. Bars which are placed in the web 
of the beam are called web reinforcement and are discussed in 
the following article. 

Where no web reinforcement is used in the beam the allowable 
unit shear, as computed from equation (12), is 0.02/'c if the 
longitudinal bars are not hooked and 0.03/'f if the bars are 
hooked at each end. In all portions of the beam where the unit 
shear is greater than either of these values, web reinforcement 
must be used. If adequate web reinforcement is used, the 
allowable unit shear is generally taken as 0.06/',, although a 
higher value (up to 0.12/'^) can be used if certain precautions are 
taken in placing and anchoring the reinforcement. In general, 
then, the beam must be designed so that the unit shear v is not 
greater than 0,06/'o, even though it is intended that web rein- 
forcement be provided where necessary. 

Equation (12) can be used: (1) to determine the maximum 
unit shearing stn‘ss in a given beam, which, 
when compared with the allowable stress, 
will show whether web reinforcement is 
necessary or whether even with adequate 
web reinforcement the given beam is or is 
not safe for the loads which it is expected 
to carry; (2) to determine the cross-section hd required to support 
the given loads without exceeding the allowable shearing stress. 

Example. A rectangular beam with an overall cross section of 12 X 22 in. 
supports live loads as shown in Fig. 154. The beam is reinforced with four 
round bars in one row, the center of which is 2 in. above the lower sur- 
face of the beam. A 2000-lb. concrete is assumed. Determine the maxi- 
mum unit shearing stresses in sections at the left and right supports, and 
in sections just to the left and right of the concentrated load. 

The dead weight of the beam is 275 lb. per liii. ft. ; hence, the total uniform 
load is 875 lb. per ft. At the left support. 
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F = (% X 12,000) + (1% X 876) - 14,660 lb. 

14,660 „ . 

''“l2Xj^X20“ 


At the right support, 

F = (^ X 12,000) + (1^ X 876) = 10,660 lb. 

" \2XH X2b~ ^ 

Just to the left of the concentrated load, 

V = 14,560 - (5 X 875) = 10,180 lb. 
10,180 

‘' = T2-^x-¥o = ^^p-®-'- 

.lust to the right of the concentrated load, 

F = 14,560 - (5 X 876) - 12,000 = -18201b. 


12 X % X 20 


= 9 p.s.i. 


164. Web Reinforcement. The regions over which web rein- 
forcement is required arc determined by computing the unit 
shearing stress at critical points, 
drawing the unit shear diagram, 
and noting the parts of the beam 
where the unit shearing stress is 
greater than 0.02/'c (if the longi- 
tudinal bars are not hooked) or 
0.03/'c (if the longitudinal bars are hooked). Separate vertical 
(or, more rarely, inclined) bars or stirrups may be used 
for web reinforcement, or some of the longitudinal bars may be 
bent up where they are no longer required for the bending 
stresses, so as to cross the planes of the probable inclined cracks 
and thus prevent the formation of these cracks, as shown in 
Fig. 155. Stirrup bars are usually bent in the form of the letter U 
and placed as shown in Fig. 147a. The effective area of 
the stirrup is then twice the area of the bar. For very wide 
beams, more legs than two might be used, in which case the area 
Avis equal to the number of vertical legs times the area of the bar. 


V^tical stirrup 

C “1 ^^Benf-up bar 



■ / '"Probable crack 

Diagonal tension stress 
Fig. 165. 


Example. For the beam in the example at the end of Art. 163, determine 
the regions over which web reinforcement is required. 
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If the longitudinal bars are not hooked, the allowable unit shear that 
can be resisted by the concrete is 0.02 X 2000 40 p.s.i. A study of the 

unit-shear computations in Art. 163 shows that web reinforcement is 
required from the left support to the concentrated load and from the right 
support for a distance Xy to the section at which the unit shear is 40 p.s.i. 
This distance is obtained as follows: The total shear F at a distance x ft. 
from the right support is equal to 10,560 — S76x; hence, from equation (12), 

10,560 - 875x 
12 X K X 20 
X = 2.47 ft. 

166. Spacing and Size of Vertical Stirrups. The unit shearing 
stress (which is a mea.sure of the diagonal tension), from equation 
(12), isv = V Jbjd. If vertical stirrups are spaced s in. apart, the 
total shearing stress on any horizontal plane between the longi- 
tudinal steel and the neutral axis over the distance s is then 


bjd 


X bs 


Fs 

jd 


Since the unit horizontal and vertical shearing stresses at any 
point in a beam are equal to each other and since the vertical 
shearing stress is equal to the vertical component of the diagonal 
tension (see Fig. 153), the quantity Vs/jd is the amount of stress 
that normally would be resisted by each stirrup. However, 
tests show that the concrete resists a part of this shearing force, 
and in designing stirrups the amount of shear Vc that can safely 
be resisted by the concrete is deducted from the total shear V 
in the foregoing expression. Hence, the stress in one stirrup is 

— The strength of one stirrup is A^fv, hi which f„ 

is the allowable unit stress in the stirrup (Art. 43) and is the 
effective area of the stirrup (Art. 164). The maximum allow- 
able spacing is then obtained by equating stress to strength, or 


from which 


Avfv 


(V - Vc)s 
jd 



( 13 ) 
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The quantity Vc is obtained from equation (12) substituting, 
for V a value of 0.02/'c or 0.03/'c, as recommended in Art. 163; 
designating this specific value of v as Vc, the formula for Ve is 
then 

Vc - Vcbjd (14) 

An arbitrary maximum value of s is specified to avoid having 
the distance between stirrups so great that cracks may form 
between them. The arbitrary maximum is generally taken as 
one-half the effective depth of the beam. Stirrup bars are 
hooked at the free ends (see Fig. 147) in order to prevent the 
bars from pulling out of the concrete. 

Example. Determine the required arrangement of J^-in. round U-stirrups 
for the beam in the example at the end of Art. 163, assuming/v *= 16,000 p.s.i. 
The maximum spacing of stirrups at the left support, from Eq. (13), is 

_ 2 X 0.0491 X 16,000 X 3^ X 20 _ 

® 14,560 - (40 X 12 X K X M) 

Just at the left of the concentrated load, the total shear is 10,180 lb., and 

_ 2 X 0. 04 91 X 16,0 00 X 14 X 2 0 _ . 

* 10,180 - (40 X 12 X' H X 20) “ 

Remembering that the spacing of vertical stirrups should not exceed 0.5d, 
or 10 in. in this case, by simple proportion the following selection of spacings 
may be made for the region between the left support and the concentrated 
load, placing the first stirrup about 2 in. from the edge of the support : three 
at 4 in., two at 6 in., and four at 10 in. 

At the right support the total shear is 10,560 lb., and s =" 12.7 in.; four 
stirrups will be used at this end, spaced 10 in. on centers, which will bring the 
web reinforcement beyond the section where such reinforcement is no longer 
required, as determined in the example at the end of Art. 164. 

166. Spacing of Inclined Bars. Inclined bars are more effec- 
tive as web reinforcement than vertical stirrups, because they 
cross more of the probable planes of rupture for a given length 
of bar. Where bars are bent at an angle, of 45 degrees with the 
horizontal, the maximum spacing is obtained by inserting in the 
denominator of equation (13) a factor equal to the cosine of 
45 degrees (approximately 0.7) ; hence, 

^vfvjd 

* “ 0.7(F - Vc) 


( 16 ) 
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The arbitrary maximum horizontal distance over which such 
bent-up bars can take diagonal tension is generally specified 
as the effective depth of the beam, measured from the point at 
which the bars are bent. For the sizes of bars which are usually 
used for longitudinal reinforcement, the spacing obtained from 
equation (15) is almost always much greater than the arbitrary 
maximum, and the latter distance governs in most cases. The 
points at which the bars may be bent up, usually in pairs, are 
found by drawing the moment diagram for the beam and noting 
the point or points at which the bending moment is equal to the 
proper percentage of the maximum. For example, if there are 
8 bars in a given beam and 2 are bent up in one place, 6 bars 
remain in the bottom; and two bars may be bent up where the 
moment is equal to % of the maximum. If 2 more bars are bent 
at another place, 4 bars then remain in the bottom, and this 
second pair of bars may be bent at the section where the moment 
is equal to fs of the maximum. All the bars in a beam cannot 
be bent up. Enough bars must remain in the bottom at the 
support to furnish adequate bond resistance, as explained in 
Art. 167. 

167. Bond Stresses. Referring to Fig. 152, since T is greater 
than there is a tendency for the bars to pull out of the con- 
crete, moving toward the right. This teiidcMuy is resisted by 
the bond between the concrete and tin' surface of the bars. In 
Art. 163 it was shown that T — 7"' = Vx/jd, But, if the total 
perimeter of the bars is 2o, the surface area in length x is Xqx; 
hence, the bond stress u on a unit area is equal to T ~ T' divided 
by 2)ox, or 


r _ V 

2)oX 2ojd 


(16) 


In all bond-stress computations, the value of j may be taken as 
for the reason given in Art. 163. 

The maximum bond stress occurs at the section where the 
total shear F is a maximum, z.c., at one of the supports. In 
order to prevent pulling out of the bars, the value of u should 
not exceed a safe working limit which has been established from 
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a study of tests on beams in which such, failure has occurred. 
The Joint Code specifies a maximum value of w = 0.04/'c for 
plain bars and 0.05/'r for deformed bars. If the bars are hooked 
at the ends, the foregoing values for the allowable unit bond 
stress may be increased 50 per cent. 


Example, Determine the maximum unit bond stress on the bars in the 
beam shown in Fig. 154, details of which are given in the problem at the 
end of Art. 165. The maximum value of u occurs at the left support, since 
the shear is a maximum at this point. Assuming that none of the bars are 
bent up (note that vertical stirrups were used as web reinforcement in 
Art. 165) the maximum value of w, from equation (16), is 

14,560 

“ 4 X 2.35 X X 20 ~ P ®'*’ 

168. Embedment of Bars. The length of embedment, ii, 
required to furnish sufficient bond resistance to enable the full 
tensile strength of a bar to be developed is obtained by equating 
the strc'iigth of the bar, A 4 a, to the bond resistance, which is 
equal to the product of the contact area, ZiSo, and the allowable 
bond stress u. Thus, 

If the diameter of a round bar is 


fi’om which 


= hmu 
4 


, _ Ay 

ll . t 

Au 


(17) 


For square bars the same formula results, in which i is the side 
dimension of the bar. 


T-BEAMS 

169. Types of T-beams. When a reinforced-concrete floor 
slab is constructed as a monolith with the supporting beam, part 
of the slab may be assumed to assist the upper part of the beam 
in resisting compressive stresses. These two acting together 
constitute what is known as a T-beam (Fig. 156). The slab is 
called the flange^ and the portion of the beam below the slab 
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is called the web or stem. The exact width of slab that can be 
assumed effective in resisting compressive stresses depends 
upon the thickness of the slab, the span of the beam, and the 
spacing of beams. This effective width b is determined as 
follows: 

a. It shall not exceed one-fourth the span length of the beam, 
except that, for beams with a flange on one side only, it shall not 

exceed one-tenth the span. 

b. Its overhanging width on ei- 
ther side of the stem shall not ex- 
cec'd eight times the thickness of 
the slab. 

c. It shall not exceed the distance center to center of beams. 

Another form of T-beam, which is of infrequent occurrence, 
is one which does not form a part of a floor system, the flange 
being provided merely to furnish sufficient area in compression. 
Since the concrete in the lower part of the beam is assumed as 
taking no tension, its only purpose Ls to bind thc' tensile steel and 
the compressive concrete together. This involves mainly shear- 
ing stresses; all the rectangular section is not reejuired in large 
beams, and so a saving in concrete results when the T-form is 
used. It is, however, usually more satisfactory to use a rec- 
tangular beam with compressive reinforcement to care for cases 
requiring an excessive amount of concrete rather than to resort 
to the T-section. A saving in cost of forms and certain evident 
structural advantages of the rectangular beam will, in general, 
counteract the saving in concrete in the T-beam. All the follow- 
ing discussions will be based only on T-beams which are part 
of a floor system. 

170. Shearing Stresses. Owing to the relatively large width 
of flange, it is safe to say that the compressive strength of a 
T-beam which is part of a floor system will seldom (if ever) 
govern the design. The effective cross-section b'd is determined 
from the shearing requirement, [equation (12)], with v = 0.06/'c, 
assuming always that web reinforcement will be provided as 
necessary and in accordance with the methods outlined in 
Art. 164. In all computations involving shearing strength of 



Fig. 156. 
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T-beams, the width of the stem 6' is used, instead of the width 
of flange 6, because of the fact that the unit shear involved is 
the unit shear along any horizontal plane between the tension 
steel and the neutral axis. 

171. Bending Stresses. Formulas for the resisting moments 
and for k and j are derived in a manner similar to that used for 
similar functions of rectangular beams. The small amount of 
compression in the stem (between the neutral axis and the bottom 


Tcch/compr.s 



i I / ii 


J^Neufra! 
plane 


Li 




As 


Elevation 


Total tension 


Section 
Fig. 157 . 


‘Note: 

Compression 
in stem is small 
and not consioterea 
in computations 


of the slab) is disregarded, so that the total compression is 

(M — t) 

considered to be a trapezoid with bases equal to /r and/c — 


an altitude equal to i, and a length equal to the effective width 
of the flange h as shown in Fig. 157. Approximate resisting- 
moment formulas for use in design are obtained by assuming 
that jd = d — ^'2t and that the average compression stress in 
the trapezoid of depth t is )^/r. The essential equations for 
T-beam design and review are tabulated below: 


A. 

P bd 
M, = A,f,jd 

M, = AJ,{d — ^it) (approximate, for design only) 

Me == }4fcbt{d — }it) (approximate, for design only) 
b'd = ^ 

vj 

f Afc 

~ nil - k) 


(18) 

(19) 

( 20 ) 

( 21 ) 

( 22 ) 

(23) 


( 24 ) 
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_ np + mtidy 
np + (t/d) 

. _ 6 - 6{t/d) + 2my + mny2pn) 

^ ~ 6 - Z(t/d) 

b = not to exceed span or 16f + V 

172. Method of Design. Determine Vd [equation (23)], and 

select proper values for each (fe is usually to As 

[equation (20)]. If a more exact design is required, review the 
beam (see following paragraph) to determine and/c. If fc is too 
groat, the beam must be deepened; if /, is too small, less steel may 
be used and the review repeated. In rare cases only will the cross- 
section be governed by the bending stress in the concrete. 

173. Method of Review. Determine k [equation (25)], j 
[equation (26)], Me or fc [equation (21)], Ms or/« [equation (19)]. 
In all computations p == As/bd [equation (18)], in which b is 
the width of the flange [equation (27)]. After the resist, ing 
moment has been determined, the safe live load may be computed 
as in Art. 153. 

174. Effect of Position of Neutral Axis. If the slab is nda- 
tively thick, it is possible that the neutral axis will be above the 


(25) 

(26) 
(27) 



bottom of the slab, as in Fig. 158(a). In this event, the values 
of fc and j and the resisting moments should bo obtained from 
the rectangular-beam equations (1) to (9), using the flange 
width b in all computations. The reason for this is obvious 
from a study of Fig. 158(a): If the additional concrete necessary 
to make a rectangular beam of width b and effective depth d 
[areas (1) and (2)] had been added when the beam was poured, 
the resulting rectangular beam would have the same strength 



RETNFORCED-CONCRETE BEAMS AND SLABS 251 

in bending as the actual T-boam, since the added areas (1) an4 
(2) are all in the tension portion of the cross-section. In Fig. 
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Fig. 159. — T-beam review. 

158(6), however, the neutral axis is assumed to be below the 
bottom of the flange; hence, if areas (1) and (2) had been added, 
the resulting rectangular beam would have been stronger than 
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the actual T-beam, because part of the added areas is above the 
neutral axis. In the latter case, the T-beam equations (18) to 
(27) must be used. 

176. Diagrams for k and j. Values of k and j as given in 
equations (25) and (26) may be obtained from Fig. 159. If the 
intersection of the entering factors pn and t/d falls outside of 
the limits of the curves for fc, it is an indication that the neutral 
axis is above the bottom of the slab, and the rectangular beam 
equations (8) and (9) should be used. 

176. Design of a T-beam. A series of parallel continuous floor beams are 
spaced 11 ft.-O in. on centers, supporting a monolithic 5-in. slab which 





<■— 6=69" ») 
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1 
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«j 

V 
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Fig. 160. 

sustains a live load of 100 lb. per sq. ft. The span of the beams is 23 ft.-O in. 
Design one of the beams, assuming f, = 20,000 and f'r ~ 2000. 

Weight of slab ~ 62 lb. per sq. ft. Load on beam from slab = 11(100 -1- 
62) = 1780 lb. per ft. Assume weight of stem = 200 lb. per ft.; then the 
total load on the beam is 1780 -f- 200 = 1980 lb. per ft. 

il/ = X 1980 X 23* X 12 = 1,045,000 in.-lb. 

V « 1980 X 2^ = 22,700 lb. 

22,700 

^ = >0020= 215 sq. m. 

Select 6' = 10 in. and d ^ 22 in. Allowing for two rows of bars, the total 
height of the beam must be 22 + 3 = 25 in. (see Fig. 160). The cross- 
section below the slab is 10 by 20 in., and the weight of the stem is 210 lb. 
per ft., approximately as assumed. 

, 1,045,000 

= 20,000 X (22 - 2.5) = 2 ®® 

Six ^-in. round bars (area 2.65 sq. in.) will be used. The required size and 
spacing of web reinforcement bars are obtained as explained in Arts. 164 
and 165. 

177. Review of a T-beam. Determine the unit stresses in the extreme 
compression fiber of the concrete and in the tension steel of the beam which 
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was designed in the preceding article (Fig. 160), when the floor is fully 
loaded with the specified live load of 100 lb. per sq. ft. 

The flange width b is limited in this case to span or J4(23 X 12) = 69 in. 

2.65 t 5 

^ “ 69 X 22 ” ® d “ 22 “ 

Figure 159 shows that the neutral axis is in the flange, and so the values of 
j =* 0.934 and k — 0.199 are taken from Table 3, page 227, or computed 
from equations (8) and (9). Then, from equations (2) and (6), 

1,045,000 
/- 

fe 


2.65 X /. X 0.934 X 22 
19,200 p.s.i. 

19,200 X 0.199 


15(1 - 0.199) 


= 318 p.s.i. 


BEAMS REINFORCED FOR TENSION AND COMPRESSION 


178. Formulas for Design. Quite frequently a beam is lim- 
ited by certain structural conditions or architectural limitations 
to a size which is not adequate to furnish the required compres- 
sion resistance. Additional compression resistance is furnished 
in such cases by placing reinforcing bars near the extreme 
compression surface of the beam, of sufficient area to provide 
for the moment in excess of the carrying capacity of the con- 
crete. Formulas for the design of a beam reinforced for tension 
and compression are derived by determining first the amount of 
moment Mi which the given concrete area can develop in com- 
pression [equations (1), (4), and (9)], and computing the area 
of tension steel required to develop this moment [equation 
( 2 )]. 

Thus, 

Ml = Hfckjbd^ (28) 

and 




¥i 

f.jd 


(29) 


If the total moment M in the beam is greater than Afi, the 
amount M 2 still to be taken care of by the compression steel 
A\ and additional tension steel As 2 is Af — Mi. If d' is the 
distance from the compression surface of the beam to the center 
of the compression steel, the lever arm of this additional stress 
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couple (Fig. 161) is — d'. Hence, 

M, = - d') 

from which 

A ^ ^ 

Ud - d') 

The total tension steel area required to develop the moment M is, 
then, 

. 4 , = As. + As, ( 32 ) 

The area of compression steel required is determined from the 
assumptions that, for equilibrium, the additional tension rc'sist- 


(30) 

(31) 
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Fig. 161. 


ance must be equal to the added compression resistance and lhat 
unit stresses vary as the distance from the neutral axis. Thus, 
if/', is the unit stress in the compression steel, 

A'.f. = A,/. 

- hd 
f, kd - d’ 

Hence, 

-i'- - X jdr7/« 

Vertical ties (J^^ in. minimum, spaced 12 in. maximum) are 
usually specified, primarily to stiffen the compression bars. 

179. Design of a Doubly Reinforced Beam. A simply supported rec- 
tangular beam with a span of 20 ft.-O in. is limited in cross-section to 8 by 18 
in. The beam supports a live load of 580 lb. per lin. ft. over its entire 
length. Using 2 in. of insulation and assuming = 18,000, /, = 1000, 
and n *= 12, determine the area of steel required for tension and for 
compression A\. 
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The weight of the beam is 150 lb. per ft.; hence, 


ilf * J^(580 + 150) X 202 X 12 = 438,000 in.-lb. 

From equations (4) and (9) or Tabic 2, A; = 0.400 and j — 0.867. 

X 1000 X 0.400 X 0.867 X 8 X 16* = 355,000 in.-lb. 

M 2 = 438,000 - 355,000 = 83,000 in.-lb. 

. 355,000 1/10 

^ 18,000 X 0.867 X 16 ^ 

/ 83,000 . 

A. = 1.42 + 0.33 = 1.7.‘> sq. in. 

Four "^^-in. round bars in ten.sion and two ^^-in. round bars in com- 
pression are selected; each std is placed m one row, the center of which is 
2 in from the bottom and top surfaces of the beam, respectively. 

180. Formulas for Review. The equations for k, j, and the 
resisting momenis I 0 be used in reviewing a doubly reinforced 
rectangular beam are derived in 
a manner similar to that used in 4 . ^^ 
deriving the corresponding ecpia- J" j 
lions for rectangular beams with ~ ^ 

tensile reinforcement only. The 1 // /• • rAs 

essential difference^ in the deriva- ) ^ ^ 

lion is that here two separate Elevation Section 

compressive n'sistances must be 

considered, one contributed by and located in the plane 
of the compression steel (C' = A\f\) and the other furnished 
by the concrete in the compression area (C = }>^fckdh)j as shown 
in Fig. 162. The total compressive resistance C + C' is assumed 
to be concentrated at the center of gravity of these two forces, 
the lever arm jd being measured from this point to the center 
of the tension steel. The resulting equations are as follows: 


Section 


Fig. 162 . 




( 35 ) 
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M. 

Me 


fc 


f 


k 

j 


A.f.jd 


(36) 

1 /.fc (l - 1) + r,p'bd(d - d') 

(37) 

f,k 

7i(l — k) 


(38) 

4 -I) 

1 - k 


(39) 

4 (” + >’'■ f ) 

+ n^(p + p'y - n(p + p') 

(40) 

Jfc 2 _ 1 fcs + 2p'n ^ 


(41) 

k^ + 2p'n 



d) 


If the unit stresses for a given loading are required, determine 
k [equation (40)], j [equation (41)],/, [equation (36)],/', [equation 
(39)], fe [equation (38)]. If the resisting moment of a given 
beam is required, determine k [equation (40)], j [equation (41)], 
fe [equation (38)], (substituting /, equal to its allowable value) ; 
if fe is less than its allowable value, the resisting moment of the 
beam is given by equation (36), substituting /, equal to its 
limiting value; if /c, as determined above, is greater than the 
allowable value, determine /, [equation (38)], substituting for fc 
its allowable value; then use this value of /, in equation 36 to 
determine the resisting moment of the beam. The two resisting 
moments involved could be obtained directly from equations (36) 
and (37), and the smaller value selected. However, the fore- 
going analysis obviates the necessity of solving the cumbersome 
equation for Me [equation (37)] and yet gives the identical 
ultimate information. 

181. Diagrams for k and j for Use in Review Problems. 

Diagrams can be drawn from which the values of k and / as 
given in equations (40) and (41) for various values of pn and p'n 
may be obtained. Such a diagram is shown in Fig. 163, for 
beams in which d'/d == 0.1 and in Fig. 164 for beams in which 
d'/d = 0.15. For other values of d'/d, interpolate or extrapolate 
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from Figs. 163 and 164. Diagrams for other values of d'/d can be 
found in the authors* Design of Concrete Structures.** 

182. Review of a Doubly Reinforced Beam. A rectangular beam with 
a cross-section of 12 by 30^ in. is reinforced as follows: for tension, eight 
J^-in. round bars in two rows, 2 in. center to center, the center of the lower 
row being 2)^ in. above the lower surface of the beam, and for compression 
four J^-in. round bars in one row, the center of which is 2 in. below the 
upper surface of the beam. Assuming /, » 18,000, fe » 800, and n « 15, 
what is the safe resisting moment of the beam? 


d 

V 


1-0.07 

8 X 0.6013 
12 X 27 


0.0148 


4 X 0.6013 
12 X 27 


= 0.0074 


From equations (40) and (41), k = 0.422 and j « 0.881. When femsi 
maximum, the corresponding value of /, [equation (38)] is 


800 X 15(1 - 0.422) 
0.422 


16,450 p.s.i. 


Therefore, the strength of the beam depends upon the resistance in com- 
pression, and the safe resisting moment occurs when the tension steel is 
stressed only to 16,450 p.s.i., so that, from equation (36), 

M « 8 X 0.6013 X 16,450 X 0.881 X 27 = 1,880,000 in.-lb. 

Values of k andj could have been obtained from Figs. 163 and 164. 

183. Continuous T-beams. Analysis at Supports. The re- 
quired cross-section of a T-beam which is continuous over the 
supports, and the steel area required at the center of the span, 
are determined as explained in Art. 176. At the supports the 
bending moment is negative, so that the upper surface becomes 
the tensile surface, while the lower portion of the beam is in 
compression. Since in reinforced-concrete design the steel is 
assumed to resist all the tensile forces, sufficient steel must be 
placed near the upper surface of the beam over the support to 
develop the negative moment at that point. When, as is 
usually the case, the moment at the support is assumed numer- 
ically equal to the moment at mid-span, the tensile steel required 
near the upper surface over the support is approximately equal 
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Pio. 163 —Rectangular beams reinforced for compression 
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Values of k Valuesofj 
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to that required in the lower section of the beam at the center 
of the span. The usual method of furnishing the required 
tension steel at the support is to bend up about one-half of the 
bars from each adjacent beam and to continue them near the 
top surface to the assumed point of inflection in the adjoining 
span. This point is generally considered to be at distances from 
the support varying from one-fifth to one-third of the span, 
depending upon the conditions of continuity and loading. The 
points at which the bars can be bent up depend upon the varia- 
tion in the positive moment; i.e., if four bars are used in the 
beam, two of these bars may be bent up at the section where 
the positive moment is one-half of the maximum. 

Since the tension side is uppermost at the support, the flange 
of the T-beam cannot be considered as effective in resisting 
bending stresses at this point. Hence, the form of the beam, as 
far as stress analysis is concerned, becomes rectangular at the 
support, the width being equal to the width of the stem. On 
account of the small compressive area of concrete (now below 
the neutral axis), a failure by compression would probably occur 
if steel were not added in the compressive area to assist the 
concrete. Since only a part of the horizontal bars are being 
bent up over the support, the remaining bars may be brought 
straight through and extended about 30 or 40 diameters into 
the adjoining span and thus furnish the added compressive 
resistance required. 

Where one-half of the longitudinal reinforcement which is 
furnished at the center of the span is bent up from each of two 
adjacent beams and the remainder of the reinforcement is con- 
tinued straight through the support far enough to develop its 
compressive strength in bond, the amounts of tensile and com- 
pressive reinforcement are equal. If less compressive reinforce- 
ment is required, the bars from the adjacent beams need to be 
carried beyond the support only far enough to develop a lap 
splice. With such an arrangement the compressive reinforce- 
ment is equal in amount to one-half the tensile reinforcement. 
Other arrangements can be made to suit any individual case. 
For example, if there are seven bars at the center, four bars can 
be bent up and continued over the support, leaving three from 
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each side at the bottom of the section. The tension steel at the 
support would then consist of eight bars, and the compression 
steel of six bars. In any case, the effective section of the beam 
at the support is an inverted rectangular beam reinforced for 
compression, and it may be analyzed according to the principles 
of Art. 180. 

Since the negative moment decreases very rapidly and only a 
short section is under maximum stress, a higher compressive 
stress is allowed in the concrete at the support than at mid-span. 
The Joint Code specifies an allowable unit compression stress 
of 0.45/'c at the supports of continuous beams, as compared with 
0.40/'c at the center of the span of such beams. 

The details of a typical continuous T-beam are shown in 
Fig. 165, together with cross-sections at the center of the span 
and at the support. It should be noted that, in reviewing these 
beams at the support, since the compression surface is at the 
bottom of the beam, the effective depth d is measured from this 
lower surface upward to the center of the tension steel near the 
top of the beam and that the distance d' is measured from the 
lower surface upward to the center of the compression steel. 

Example, The cross-section of a fully continuous T-beam below the 
4-in. slab which forms the flange of the beam is 8 X 19 in. The span is 
20 ft.-O in., and the distance between adjacent beams is 10 ft.-O in. At the 
support the reinforcement near the top of the beam consists of four %-m. 
round bars in two rows, 2 in. center to center, the center of the upper row 
being 2 in. from the top surface of the slab, and the reinforcement near the 
bottom of the beam consists of two J^-in. round bars with their centers 
2 in. from the lower surface. If the slab supports a uniform live load of 
150 lb. per sq. ft., what are the values of /c and/, at the support of the beam? 
Assume n — 15. 

The weight of the slab is 50 lb. per sq. ft., and the weight of the stem of 
the beam is 160 lb. per ft. The total load on the beam is (150 4- 50)10 -f- 
160 = 2160 lb. per lin. ft., and the maximum bending moment is K 2 X 
2160 X 20* X 12 = 864,000 in.-lb. 


np 

np' 

d 


15 X 
15 X 


4 X 0.6013 
8 X 20 
2 X 0.6013 
8 X 20 


20 


- 0.1 


0.2255 

0.1127 
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From Fig. 1 63, fc = 0.430 and j *= 0.870. > 

864,000 = (4 X 0.6013) X /. X 0.870 X 20 


from which 


/, = 20,600 p.s.i. 
20,600 X 0.430 




15(1 - 0.430) 


1030 p.s.i. 


ADDITIONAL PROBLEM 

If the allowable unit stresses at the support of the beam in the preceding 
problem were f» = 20,000 p.s.i. and fe — 900 p.s.i., what safe uniform live 
load could be placed on the slab without overstressing the beam at the 
support? Assume n = 15. 



CHAPTER XI 


REINFORCED-CONCRETE COLUMNS 

184. Types of Columns. Concrete compression members 
whose unsupported length is more than four times the least 
dimension of the cross-section are classified as columns. Such 







Longitudinal Rods 
and Lateral Ti'es 


■ 
















Fig. 166 . 


members should not be built without reinforcement of some type. 
Two types of reinforced-concrete columns will be considered (see 
Fig. 166). 

1. Columns reinforced with longitudinal steel and closely 
spaced spirals. 

2. Columns reinforced with longitudinal steel and lateral ties. 
186. Unsupported Length and Limiting Dimensions. The 

reinforced-concrete column, as it is commonly used in ordinary 
construction, may be classified as a short, column. In specifica- 

264 




REINFORCED-CONCRETE COLUMNS 


265 


tions it is usual to establish a ratio of length to diameter or Of 
length to least radius of gyration above which the colunm can 
no longer be considered as a short column. Tests have shown 
that, as long as the ratio of length to diameter is less than 20 or 
the ratio of length to least radius of gyration is less than 60, there 
is little variation in the actual strength of columns of the same 
cross-section for variations in length. In practice it is customary 
to specify a somewhat smaller ratio. The Joint Code limits a 
short column to one whose unsupported length is not greater 
than ten times the least lateral dimension.^ This same code 
limits the minimum diameter to 12 in. for principal members or, 
in the case of rectangular columns, a minimum thickness at 10 in. 
and a minimum gross area of 120 sq. in. 

The unsupported length A of a column is the distance between 
those points at either end where lateral support is present in at 
least two directions, making an angle of 90 degrees or nearly 
90 degrees with one another. 

186. Columns with Spiral and Longitudinal Reinforcement. 

Whenever a material is subjected to compression in one direc- 
tion, there will be an expansion in the direction perpendicular to 
the compression axis. Where this expansion is resisted, lateral 
compressive stresses arc developed, which tend to neutralize 
the effect of the longitudinal compressive stress and thus to 
increase the resistance against failure. This is the principle 
involved in the use of spiral or hooped reinforcement. Within 
the limit of elasticity the hooped reinforcement is much less 
effective than longitudinal reinforcement. Such reinforcement, 
however, raises the ultimate strength of the column, because the 
hooping delays ultimate failure of the concrete. Thus a some- 
what higher working stress may be employed on the concrete 

^ For long columns, the Joint Code gives the working load on columns 
whose length is greater than ten times the least dimension as 

P (l.3 - 0.03^) 

in which P the total safe load on a column of the same section where the 
h/a (or h/d) ratio is less than 10, where a or d is the least dimension of the 
column and h the unsupported length of the column. 
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contained within such hooping than on a concrete not so confined. 
Tests show that about 1 per cent of closely spaced spiral hooping 
increases the resistance to ultimate failure sufficiently to allow a 
reasonable increase in the working stress in the concrete. 

As long as the bond between the steel and the concrete is 
effective, the two materials will deform equally, and the intensi- 
ties of the stresses will be proportional to their moduli of elas- 
ticity. That is, since the deformation Xc of the concrete must be 
equal to the deformation of the steel, 


Therefore, 

Let 


_ ^ f» 

~ Es 


fs = rife 


Ac = net area of concrete in the cross-section. 

Ag = area of longitudinal steel in this section. 

Ay = overall or gross area of concrete section = A, -|- A«. 
At = area of transformed section = Ac + nA« 

= Ay -I- (n “ l)Aa. 

Pg — steel ratio Agj Ag, 

fg = unit compressive stress in steel. 

fc = unit compressive stress in concrete. 

P = total strength of reinforced column. 

Then, 


P = fcAc +fsAg = fr{Ay - PyAy) "h /r^? . 1,; 

= + {n - l)pg] 

= fclA„ + (n - l)yl.] 


In the above analysis the stress in the steel does not exceed nfc. 
Tests conducted by the American Concrete Institute at Lehigh 
University and at the University of Illinois showed that the 
steel reinforcement actually was capable of withstanding much 
higher stresses without the bond between steel and concrete 
being destroyed. In general these tests showed that the strength 
of a reinforced-concrete column is actually the sum of the 
strengths of the concrete and the longitudinal reinforcement, 
regardless of the ratio of the moduli of elasticity. 



REINFORCED-CONCRETE COLUMNS 


267 


For this type of column, the Joint Cbde (1940) specifies for 
the safe axial load 

P = 0.225/U. +M. (1) 

where /'c = the ultimate strength of the concrete, in pounds per 
square inch. 

/* = the working stress in the longitudinal reinforcement 
(16,000 p.s.i. for intermediate grade and 20,000 p.s.i. 
for hard grade). 

The longitudinal reinforcement should consist of at least six 
bars of a minimum diameter of % in., and its effective cross- 
sectional area should be not less than 1 per cent or more than 
8 per cent of the gross area of the column section. The ratio of 
spiral reinforcement p' must be not less than 

v' = 0.45(B - 

J « 

where p' = ratio of volume of spiral reinforcement to the volume 
of spiral core (out to out of spirals). 

R = ratio of gross area of column to core area. 

/'« = useful limit stress of spiral reinforcement, 40,000 p.s.i. 
for hot-rolled bars of intermediate grade, 50,000 p.s.i. 
for hard grade, and 60,000 p.s.i. for cold-drawn wire. 
The center-to-center spacing of spirals shall not exceed one-sixth 
the core diameter, and the clear spacing between spirals shall not 
exceed 3 in. or be less than in. The spirals should be con- 
tinuous and held firmly in place and true to line by at least 
three vertical spacer bars. The spiral bars or wire shall be not 
less than in. in diameter for columns up to 18 in. in diameter 
or less than in. above 18 in. The thickness of concrete out- 
side the spiral reinforcement shall be not less than in. 

Where the reinforcing bars are spliced by lapping, the length 
of the lap should be 24 bar diameters for intermediate-grade steel 
and 30 bar diameters for rail steel provided that the concrete has 
a strength of 3000 p.s.i. or more. With concrete of lesser strength 
the lengths given above should be increased one-third. The 
values above are for deformed bars; lap lengths of plain bars 
should be increased by 25 per cent. Where changes in the cross- 
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section of a column occur, the offset of the bars should be made 
where there is lateral support, such as a column capital, floor slab, 
or metal ties or spirals. The slope of the inclined portion of the 
bars should not exceed 1 in 6, and the bars above and below 
should be parallel with the axis of the column. 

187. Columns with Longitudinal Reinforcement and Lateral 
Ties. Tests show that columns without spirals develop lower 
stresses in both the concrete and the steel, and the Joint Code 
(1940) specifies the safe axial load for this type of column as 0.8 of 
that for a spirally reinforced column, or 

P = OASf'cA, + O.SAJ. (2) 

The longitudinal reinforcement should consist of at least four 
bars of a minimum diameter of % in., and its effective cross- 

f'-p 

• ", 

I I ' I 

' " J 

Fio. 167. 

sectional area should be not less than 1 per cent or more than 
4 per cent of the gross area of the column section. There should 
be a clear distance between the longitudinal bars and the face of 
the column of 1 in, plus the diameter of the tie. 

The longitudinal bars are held in alignment during construc- 
tion by lateral ties as illustrated in Figs. 166 and 167. These ties 
would be made of wire at least 3^^ in. in diameter,^ and the verti- 
cal distance between ties or sets of ties should not exceed 16 bar 
diameters, 48 tie diameters, or the least dimension of the column. 
When the number of bars in a column exceeds four, the ties 
should be so detailed as to prevent the outward bending of every 
bar at each tie interval. The methods of accomplishing this are 
illustrated in Fig. 167. 

188. Flexural Stresses in Columns. Bending moments are 
produced in columns: (a) by reactions from eccentrically placed 

1 There is no rational method of determining the size of wire that should 
be used for a lateral tie. A safe rule to follow is to use wire of such diameter 
that the area of its section is not less than 2 per cent of the section of the 
longitudinal reinforcement held in place by the tie. 


I 

\ 


■■ 

1 

n 


1 
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beams; (6) by the loads on brackets or cantilevers; (c) by the 
eccentricity of the columns themselves, a condition which often 
occurs in the wall columns of a building where the sections 
of the columns are changed at some floor levels while the exterior 
faces of the columns are kept in line throughout the height 
of the structure; (d) by the application of a direct horizontal 
force or of a force having a horizontal component; or (e) by 
the transfer from slabs or girders built monolithic with the 
columns of unbalanced moments due to the loads on the slabs 
or girders. 


Votue6 of ^ 



An eccentric load applied to a column at any point will pro- 
duce a maximum moment at the point of application. The 
distribution of the moment to the column depends upon the 
height at which the load is applied and the end conditions 
of the column. When the load is applied at the top or bottom 
of the column, the bending moment has its maximum possible 
value and is equal to Px (Fig. 168). For other positions of 
the load the moment is less, the minimum moment being Px/2. 
The coefficient of Px for different end conditions and different 
positions of the load may be obtained from Fig. 168. The 
values of the extreme fiber stresses on either side of the column 
are obtained by the general method for combined bending and 
axial stress explained in Arts. 192 to 196. The value of c is 
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obtained by dividing the moment M by the total load (not 
necessarily P alone) supported by the column at the point where 
the eccentric load is applied. 

189. Working-unit Stresses in Columns Subject to Bending. 

The maximum permissible stress in the concrete may be increased 
when the combined effect of bending and axial stress is con- 
sidered.^ The maximum stress occurs only on one side of the 
column and rapidly decreases toward the axis of the column. 
Tests have shown that a much higher unit stress can be developed 
on the extreme fiber in flexure than when the stress is uniformly 
distributed over the cross-section. 

The Joint Code (1940) allows a stress on the compressive side 
of the column of 


/c=/a 


1 + — 
1 - J^2 


+ c 


rc 

/Tv 


(3) 


where /a = average permissible stress on an ecpii valent axially 
loaded concrete column 


0,225f c+f.Po 


1 + (n — l)Pg 

0.18/', + 0.8/«p, 


-for spiral columns 


for tied columns. 


1 + (n - l)Pa 

C = ratio of to the permissible filxT stress for members 
in flexure (fa 0.45/',). 

c = distance from the gravity axis to the extreme fiber in 
compression. 

e = eccentricity of the resultant load on the column, 
measured from the gravity axis. 

R = least radius of gyration of the column section. 

As the principal variable in the above equation is the eccen- 
tricity e, it involves but a slight error if the transformed steel area 
is neglected. Figures 169 to 171 are plotted on this basis, for 


^ The unincreased unit stress must, of course, not be exceeded when the 
maximum axial load is sustained or when the total load is considered as an 
axial load. 
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tied columns with e/a and pg as arguments and for spiral columns 
with e/d and pg as arguments, respectively. 

190. Column Tables. Tables 1 and 2 give the safe concentric 
loads on the concrete and the longitudinal bars of reinforced- 



Fia. 171. — Allowable unit stresses in oecentrioally loaded tied columns. 


concrete columns. Values are given for the minimum amount of 
longitudinal steel. Loads for greater percentages of steel are 
proportional. 
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Table 3 gives the area of section, weight per foot, and moment 
of inertia of circular and octagonal sections. It also gives these 
same functions for rectangular sections 1 in. in width. 


Table 1. — Columns with Longitudinal Bars and Spirals 
(Loadis in thousand pounds) 

P = 0 225/'c^, 


Diameter 

of 

( olumn, in. 

Gross 

area 
Ao, sq. 
in. 

Load on 
for pg 

bars, fsA, 

- 0.01 

Load on concrete, 0.225/'o4^ 

f. 


Interme- 

diate 

grade 

16,000 

Hard 

grade 

20,000 

2000 

2500 

3000 

3750 

12* 

113 

14 

18 

41 

51 

61 

76 

13* 

133 

17 

22 

48 

60 

72 

90 

14 

154 

25 

31 

69 

87 

104 

130 

15 

177 

28 

35 

80 

99 

119 

149 

16 

201 

32 

40 

91 

113 

136 

170 

17 

227 

36 

45 1 

102 

128 

153 

192 

18 

255 

41 

61 

114 

143 

172 

215 

19 

284 

45 

57 

128 

159 

191 

239 

20 

314 

50 

63 

141 

177 

212 

265 

21 

346 

55 

69 

156 

195 

234 

292 

22 

380 

61 

76 

171 

214 

257 

321 

23 

416 

66 

83 

187 

234 

280 

350 

24 

452 

72 

90 

204 

254 

305 

382 

25 

491 

79 

98 

221 

276 

331 

414 

26 

531 

85 

106 

239 

299 

358 

448 

27 

573 

92 

115 

258 

322 

387 

483 

28 

616 

98 

123 

277 

346 

416 

519 

29 

661 

106 

132 

297 

372 

446 

557 

30 

707 

113 

141 

318 

398 

477 

596 


* Spirals for these are excessive and selduin available 1 he loads given in the table are 
for circular columns with lateial ties 


Table 4 gives the moment of inertia of the longitudinal rein- 
forcement where the bars composing it are arranged in the form 
of a circle. The circle is assumed to be 5 in. less in diameter than 
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Table 2. — Columns with Longitudinal Babs and Latbbal Tibs 
(Loads in thousand pounds) 

P = Q.m'cA, + 


Dimensiona of 
colunm, in. 

Gross area 
Ag, sq. in. 

Load on bars, 0.8/<Aa 
for pg 0.01 

Loa< 

1 on concrete 0.18lf 

A 

Intermedi- 
ate grade 
16,000 

Hard 

grade 

20,000 



2500 

3000 

3750 

10 

12 

120 

15 

19 

43 

54 

65 

81 


14 

140 

18 

22 

50 

63 

76 

95 


16 


20 

26 

58 

72 

86 

lOQ 

12 

12 

144 

18 

23 

52 

65 

78 

97 


14 

168 

22 

27 

60 

76 

91 

113 


16 

192 

25 

31 

69 

86 

i:i 

130 

14 

14 


25 

31 

71 

83 

lot 

132 


16 

224 

29 

36 

81 

101 

121 

151 


18 


32 

40 

91 

113 

136 

170 

16 

16 


,33 

41 

02 

115 

— 

173 


18 

288 

37 

46 

104 

130 


194 


20 

320 

41 

51 

115 

144 


216 


22 

3,52 

45 

56 

127 

158 

190 

238 

18 


324 

41 

52 

117 

146 

175 

219 



360 

46 

58 

130 

1G2 

194 

243 



396 

51 

63 

143 

178 

214 

267 



4,32 

.35 

69 

156 

104 

233 

292 



400 

1 

64 

144 


216 

270 



440 

56 

70 

158 

198 

238 

297 



480 

61 

77 

173 

216 

259 

324 



520 

67 

83 

187 

234 

281 

351 

22 


484 

62 

77 

174 

218 

261 

327 



528 

68 

84 

190 

238 

285 

356 



572 

73 

92 


257 

309 

386 



616 

79 

99 

222 

277 

333 

416 

24 

24 

576 

74 


207 

259 

311 

389 


26 

624 

80 

100 

225 

281 

337 

421 


28 

672 

86 

108 

242 

302 

363 

454 

26 

26 

676 

87 

108 

243 

304 

365 

456 


28 

728 

93 

116 

262 

328 

393 

491 

28 

28 

784 

■■ 

125 

282 

353 

423 

529 

30 

30 

900 

115 

144 

324 

405 

486 

608 





' 
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the diameter of the column. With 1-in. bars, 3^^-in. spirals, and 
in. of concrete outside the spirals, this is exactly true. The 
possible variation (as long as the minimum in. is used) either 


Table 3. — Areas, Weights, and Moments of Inertia 
(Moments of inertia about the axis A- A) 



way is ncgligibhi. The values are given for a steel ratio pg of 
1 per cent. Other values are proportional. 

Table 5 gives the moment of inertia of single bars about an 
axis at varying distances from the center of the bars. The values 
obtained from this table, multiplied by the number of bars and 








278 


ELEMENTARY STRUCTURAL ENGINEERING 


n — 1, may be used in conjunction with Table 3 in obtaining 
the moment of inertia of rectangular columns. 


Table 5. — Moments of Inertia of Bars in Inches* 
(For various distances from an axis A~A) 



■ 






lEBB 




Round bais, inches 

Square bars, inches 

in. 


H 


7 ^ 

1 


1 

I’s 

IK 

2 

1 



2 

3 

1 

4 

5 

6 


1 



4 

5 

2 

G 

8 

10 

3 

2 



5 

7 

2 

9 

12 

14 

3M 

2 



7 

10 

3 

12 

16 

19 

4 

3 



10 

13 

4 

16 

20 

25 

4M 

4 


9 

12 

16 

5 

20 

26 

32 

6 

5 

8 

11 

15 

20 

6 

25 

32 

39 

6K 

6 

9 

13 

18 

24 

8 

30 

38 

47 

6 


11 

16 

22 

28 

9 

36 

46 

56 

GH 


13 

19 

25 

33 

11 

42 

54 

66 

7 


15 

22 

29 

39 

12 

49 

62 

77 

7K 

11 

17 

25 

34 

44 

14 

56 

71 

88 

8 

13 

20 

28 

39 

50 

16 

64 

81 

100 

8K 

14 

22 

32 

43 

57 

18 

72 

92 

113 

9 

16 

25 

36 

49 

64 

20 

81 

103 

] 

127 

9K 

18 

28 


54 

71 

23 

90 

114 

141 

10 

20 

31 

44 

60 

79 

26 

100 

127 

156 

lOH 

22 

34 

49 

66 

87 

28 

110 

149 

172 

11 

24 

37 

53 

73 

95 

30 

121 

153 

189 

nhl 

26 

41 

58 

80 i 

104 

33 

132 

168 

207 

12 

28 

44 

64 

87 

113 


144 

182 

225 

13 

33 

52 

75 

102 

133 

42 

169 

214 

264 


Table 6 gives the size and pitch of spirals for various column 
diameters which satisfy the provisions of the Joint Code given 
in Art. 186. Those values are based on a thickness of con- 
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Tablii: 6. — Size and Pitth of Spirals, Joint Code (1940) 
Hot-rolled, intermediate grade 


Diameter of 

Out to out 


f 

e 


column, in. 

spiral, in.. 

2000 

2500 

3000 

3750 

14 

11 

H-m 

%-m 

%- 1 y 4 . 

H-2 

15 

12 

H-2 

%-2 

H-m 

y-2 

16 

13 


%-2 

%-yA 

H-2 

17 

14 


%- 2 y 4 . 

%-m 

H-2J4 

18 

15 


%- 2 y 4 . 

%-W4. 

y-2y 

19 

16 


M-2K 

%-m 

y-2H 

20 

17 


%- 2 y 4 . 

H-2 

y-2H 

21 

18 

M-2 

H-2 

H-2 

y-2^ 

22 

19 

M-2 


?s-2 

H-2K 

23 

20 

H-m 

%-m 


y-2H 

24 

21 

K-3K 

H- 3 J 4 

y-3H 

y-2H 

25 

22 

K-3M 

H-3K 

y-3H 

y-2h 

26 

23 

H-3 

K-3 

M-3 

H-2H 

27 

24 

M-2?i 

M-2% 

y-2H 

y-2y4. 

28 

25 

H-m 


y-2H 

yz-2H 

29 

26 

H-2M 

H-2?i 

H-2H 

H-2H 

30 

27 

H-2H 

K-2H 

y2-2H 

H-2H 


Values below dotted line are based on the minimum value for p' of 0.0112. 



Values below dotted line are based on the minimum value for j/ of 0.0075. 
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Crete outside the spirals of 11^ in. A greater thickness of con- 
crete requires slightly more spiral reinforcement. 

191. Examples. 1. A circular column reinforced with longitudinal steel 
and spiral hooping has an unsupported length of 14 ft.-O in. and sustains a 
direct axial load of 250,000 lb. The ultimate strength of the concrete is 
specified as 3000 p.s.i. and hard-grade steel reinforcement is to be used. 
Design the column. From Table 1 the following selections are made: 


Diameter 
of column 

Load 

carried 

concrete 

Load 

by 

steel 

Weight 
of col- 
umn 
(Table 
10) 

Net 

load, 

kips 

1 

p« 

A., 

sq. in. 

Bars 

selected 

20 

212 

1 

63 

5 

270 

1 

0.010 j 

3.14 

^H<i> 

19 

191 

63 

4 

250 

0 oil 

3.12 

8-?4^ 

18 

172 

82 

4 

250 

0 016 

4.08 

10- 3^^ 

17 

153 

100 


250 

0.022 

4.99 


16 1 

136 

117 

3 

250 

0.029 

5.83 

S-l<i> 

15 1 

119 

134 

3 

250 

0.038 

6.72 

9-U 

14 

104 

148 

2 

250 

0.048 

7.39 

10-U 


All these selections satisfy the specifications of the Joint Code. The 20-in. 
column has the minimum amount of reinforcement allowed by the specifica- 
tions; but since it recpiircs no more steel in obtainable sizes than the 19-in. 
column, the latter is theoretically more economical. However, metal 
column forms are usually available only in diameters of even integral inches^ 
so that the 20-in. column would usually be chosen. 

If it were desirable to have the column as small as possible, the 14-in. 
column could be selected.^ Care must be taken when large percentages 
of steel are used that sufficient space is left between the bars. Usually 
about 2 per cent of longitudinal steel furnishes the most desirable column. 
For the 20-in. column, ^s-in. spiral with a pitch of 2 in. (hot-rolled) or 
2^-in. (cold-drawn) is selected. 

2. Select a column reinforced with longitudinal steel and lateral ties with 
an unsupported length of 14 ft.-O in. to carry an axial load of 240,000 lb. 
The concrete strength is 3000 p.s.i., and intermediate-grade steel is to be 
used. Furthermore, the c.olumn is to be tis small as possible, and its least 
dimension cannot exceed 14 in. 

^ Such a column would, however, be a long column, since h/d = 12, and 
the safe load would be (1.3 — 0.03 X 12) == 0.94 of that for a short column. 
252 -T- 0.94 — 268. This leaves 164 kips to be carried by the reinforcing 
bars, requiring 164 4- 31 = 5.3 per cent, or an A« of 0.053 X 154 *= 8.16 
sq. in. • This requires additional steel, or eleven 1-in. round bars. 
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This column is a long column since h/a = 12 and its safe load is (1.3 — 

0.03 X 12) = 0.94 times that of a short column. From Table 2 it appears 
that a 14 X 18 in. column will be required, which weighs (Table 3) 18.8 X 
14 X 14 = 2700 lb., or approximately 3 kips. The total load to be carried 
is 243 kips, and a short column must be selected which is capable of sustaining 
243 -r 0.94 = 259 kips. From Table 2, the concrete can sustain 136 kips, 
leaving 123 kips for the steel, which requires a percentage of 123 32 = 3.8. 

This is slightly under the maximum of 4 per cent and requires an As of 
0.038 X 14 X 18 = 9.58 sq. in. This is furnished by ten 1-in. square bars. 
The bars must be held in place by ties. The arrangement in Fig. 172 shows 
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Fig. 172. 

three sets of ties. Applying the nile given in the footnote on page 268, each 
tie should have a sectional area of 0.02 X 4.00 = 0.08 sq. in. Wire §i6 in. 
in diameter furnishes approximately this cross-section and is selected. Ties 
lire placed 14 in. center to center according to the specifications given in 
Art. 187. 


ADDITIONAL PROBLEMS 

1 . Design the column of the preceding Example 2 as a square column 
using the minimum amount of reinforcement. 

2 . Design a column with an unsupported length of 20 ft.-O in. to sustain 
a direct axial load of 300,000 Ib. f'c = 2500; /, = 16,000. 

a. As a spirally reinforced column with pg = 0.02. 

h. As a tied column with pg = 0.02. 

3 . What safe load can be sustained by a spiral column 22 in. in diameter 
reinforced with twelve J^-in. round bars? 

a. life = 3750, f = 16,000, and h ^ lb ft. 

h. life = 2000, = 20,000, and = 20 ft. 

4 . What safe load can be supported by a tied column 12 X 16 in. rein- 
forced with four 1-in. round bars? 

a. life = 2500,/. = 16,000, and = 16 ft. 

h. life = 3000, /. = 20,000, and h ^ 10 ft. 
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BENDING AND AXIAL STRESS 




__1_ 

r * ,1 

Compressive 

surface 

TT 


a' , - 


. ^ * 

1 

1 

1 


* 


u 

1 

a 


— 

Gravity 

axis 

d 

L 

, ♦ 

^ 



1 1 

1 


192. General Theory. In a reinforced-concrete member it is 
presupposed that the bond between the steel and the concrete 
remains intact under stress. Therefore, the steel in the com- 
pression side of a member subject to combined bending and axial 
stress can withstand a stress only sufficient to make it deform 
equally with the concrete, or n times the stress in the concrete. 
This steel might then be replaced by n times the amount of 
concrete at the same distance from the axis of the section. Such 

a section is known as the 
transformed section (or equiv- 
alent homogeneous section), to 
which the fundamental prin- 
ciples of bending and direct 
stress, as outlined in Art. 92, 
may be applied. 

The following additional 
notation will be used. The face of the member most highly 
stressed will be called the '^compressive surface,’^ and the 
opposite face, the "tension surface.^’ 

R = resultant of all forces on the section. 

N = resultant of all forces acting normal to the section, t.c., 
the normal component of R. 

e = eccentric distance of N, 

M = bending moment = Ne, 

u = distance from compressive surface to gravity axis of 
transformed section. 

Am = area of the bars near the tension surface. 

A'm = area of the bars near the compressive surface. 

At = area of transformed section. 

7c = moment of inertia of concrete about gravity axis. 

7, = moment of inertia of steel about gravity axis. 


Transformed Sechon 
Fig 173. 


A. 


P' = 


ba 


Pt = 


A.± A\ 
ba 
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By referring to Fig. 173 it may be seen that 

At = ba + {n - 1)(.4. + A',) 

/ = 7c + (n - 1)7. 

I + p(n — l)d + p'(n — l)d' 

“ ~ 1 + p(n — 1) + p'(n - 1) 

7c = I 6[w’ + (o — m)®] 


Neglecting 7, about the axis of the bars, 

h = As{d - uY + A\{u - ay 

If the reinforcement is symmetrical, then u = a/2, A» = A\, 
and 



If the eccentricity e/a is within certain limits, then compression 
exist>s over the whole section. For greater eccentricities there 
will be tension over a part of the section. If it be assumed that 
the concrete takes no tension, the analyses for these two cases are 
quite different. The value oi e/a which results in zero stress on 
the tension surface is dependent upon the relative amounts of 
st,eel and concrete, and the ratio of the moduli of elasticity of the 
two materials. 

193. Case I. Rectangular Sections. Compression over the 
Whole Section. (Fig. 174). Only symmetrical reinforcement will 
be considered hereafter, and the total steel area will be referred to as 
As, The maximum unit stress in the concrete may be computed 
as though the member were homogeneous and is 


, N . Me 

^•"X + T 


(4) 


where c = distance from the gravity axis to the extreme fiber in 
compression (= a/2 for symmetrical sections). 

This equation may be written 


^ N Me 

^ ba (n — l)i4tf 7i -f- (ti — 1)7« 


( 6 ) 
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side 


On the compressive side of the member the unit flexural stress 
e plane of 
M{d - c) 


. . , , , . , . M{c-d') 

in the plane of the reinforcement is j > and on the other 


The maximum unit stress in the steel is then 


„ /N\ , nM 


nMic - d') 


which is less than nfc and is therefore always within the limits of a 
reasonable value for /'«, provided fc has a safe value. Since 
nM{d — c) 

— T -> 




it will always be less than /'«. The 


investigation of columns under Case I is therefore completed 

when the value of fc is com- 
puted from equation (5). 

194. Case II. Rectangular 
Sections. Tension over Part 
of the Section (Fig. 175). 
When the sc^cond term of equa- 
tion (4) is greater than the 
first, it indicates tension over 
part of the section. Unless 
this tension is so small that the 
concrete can take its proportionate part, the analysis of Case I is 
not applicable. With any appreciable tension on the tension 
surface of the member, it is usual to neglect the tension taken by 
the concrete and assume the full stress to be taken by the steel. 

By reference to Fig. 175, 



f. - nfr (o) 

and 

Since the total resultant stress = Ny 

IfMa + yV'. - y/. = 
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Substituting the values of and /. from equations (a) and (6), 


AT - ^ V 

^ 2 ^ k 


or 


/ =- 


2fc 


(c) 


id) 


5a + 2npyi 

Since the moment of the stresses about the gravity axis = M , 

1 /a /ca\ f\Aja \ S,Aj a\ 

2 (^2 3 / 2 \2 j + 2 ^ V ~ ^ 


and by eliminating/'* and /* as before, 

M 
ha% 




w 


Since M = Ne, equation (c) may be multiplied by e and this 



value substituted for M in equation (r). The following equa- 
tion results: 






+ Qnpg ~ = 3npp 


c (a — 2d 
a 2a^ 


r- 


if) 


In equation (d) the expression within the brackets is desig- 
nated as X, and 

NK 


fc^ 


ha 


( 6 ) 


For constant values of d'/a, values of k and np,, may be substi- 
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Fig. 177. — Bending and axial stress, rectangular sections. 


5.0 5.5 


Figs. 176 to 178. For either Case I or Case II, comparison 
between the computed /< and the allowable unit stress, as given 






Vafues of 



0.5 1.0 1.5 2fl 2.5 3,0 3.5 4.0 4.5 5.0 5.5 

Vafues of K 

Fig. 178. — Bending and axial stress, rectangular sections. 

195. Circular Sections. Compression over the Whole Sec- 
tion. The reinforcement in a circular section is practically 
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always symmetrical; and although it is in the form of bars, it 
may be considered to be in the form of a cylinder whose average 
diameter is equal to the diameter of the circle on which the bars 
are placed and whose cross-sectional area is equal to the area of 
the bars (see Fig. 179). 

Following the same procedure as for rectangular sections, with 
c equal to the radius r of the column, 

N Mr 

^ + (n - 1)A, + + (n - 1)7. 

Considering the longitudinal bars replaced by a cylinder of 
sectional area 7, = = ^aS^/8, where R is the radius 



Fig. 179 . 

of gyration of the equivalent cylinder, whose average diameter 
5 is the diameter of the circle on which the bars are placed. ^ Then 
the above equation becomes 

= ^ . Mr 

Trr^ + {n — 1)^, / i\ 

-^ + (n - iM.g 


( 8 ) 


These equations give an exact solution where there is no tension 
on the section. Equation (7) can be used in conjunction with 
the values given in Tables 3 and 4, or equation (8) can be used 
by making the proper numerical substitutions. 

196. Circular Sections. Tension over Part of the Section. A 
direct solution by equations similar to those used for rectangular 
sections cannot be made for tension over part of a circular section. 
The expression of relations becomes very complicated. How- 
A.8^ 
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ever, hy carrying the derivation partly lo completion, values 
of some of the variables may be assumed, and from these other 
values deUTmined. In sucli a manner Figs. 180 and 181 have 
been plotted. When the diagrams are entered with values of s/d 



and Poll as arguments, values of K are obtained for use in tlu' 
equation 


I = 


NK 


(9) 


197. Examples. 1. A column reinforced with longitudinal steel and lateral 
ties is to support a direct axial load of 200,000 lb., and in addition an eccen- 
tric load of 25,000 lb. on a bracket whose center is 10 ft.-O in. above the 
base of the column. The center of be:iring of the 25,000-lb. load is 8 in. 
from the outside face of the column. 'I'iic unsupported height of the column 
is 17 ft.-O in. The ultimate strength of tlu* concrete is specified as 2500 
p.s.i., and intermediate-grade steel is to be used. Design the column. 


Values of^ 


REINFORCED-CONCRETE COLUMNS 


291 


From Tabic 2 a column 18 X 20 in. is selected for trial. This column 
with 2 per cent of steel will sustain 162 -f- 2 X 46 * 258 kips as a direct 
axial load as a short column. From Table 3, its weight is 20 X 18.8 = 376 
lb. per ft., and the total load on the column is 200 + 25 + 17 X 0.376 * 231 


kips. The value of h/d is jg — = 11.3 so that as a long column it can 

sustain 1.3 — 0.03 X 11.3 = 0.96 of the safe load of a short column. 
258 X 0.96 =s 248 kips, showing that the column is safe for direct load. 



Assuming that the bracket is on the 18-in. fac(‘ of the column, if the 
eccentric load were applied at either the top or the bottom of the column 
the moment would be 25,000(10 -f- 8) = 450,000 in. -lb. Since, however, 
the load is applied 10 ft.-O in. from the base of the column, from Fig. 3 
(considering both ends fixed) the actual moment at the point of application 
is 0,54 X 450,000 =* 243,000 iii.-lb. Fight 1-in. square bars are selected for 
reinforcement. From Tables 3 and 5, the moment of inertia of the column 
section is 18 X 667 -hll X6X56 15,700 in.*, and, from equation (4), 
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7 X 376 + 225,000 243,000 X 10 

360 + 11 X 8 15,700 


M 

N 


243,000 

227,600 


- 1.07 


and 


508 + 155 - 663 p.s.i. 


1.07 20 = 0.054 


Po « 8.00 ^ 360 = 0.0222 


From Fig. 171, the allowable unit stress fe is 665 p.s.i., and the column as 
selected is satisfactory. 

2. The column of Fig. 182, which is the same as the column designed in 
Example 1, supports a it-otal load of 125,000 lb. This load is an eccentric 
load and produces a moment at the top of the column of 750,000 in.-lb. 
Compute the maximum value of fc. 

By comparison with Example 1, it is seen that the first term of equation (4) 
is decreased, but the second term is greatly increased, so that the latter 

becomes greater than the former, 
indicating tension over a part of the 
section. 





M 750,000 
125,000 

= 0.30 


N 

6 ^ 

20 


== 6.0 in. 


- « 0.22 

a 

np, = 0.27 

From Fig. 178, = 2.35, and 

125,000 

fc = X 2.35 = 820 p.s.i. 


From Fig. 171, the allowalde stress /c is 845 p.s.i. 


ADDITIONAL PROBLEMS 

1 . A square column reinforced with longitudinal steel and lateral ties sup- 
ports a load on a bracket of 100,000 lb., the center of bearing of the load being 
4 in. from the face of the column and the top of the bracket being 8 ft. 
above the base of the column whose unsupported length is 14 ft.-O in. In 
addition, it supports a diree.t axial load of 75,000 lb. Design the column 
for f'c - 3000 and = 16,000. 

2 . A circular column with spirals sustains a bending moment at its base 
of 50,000 ft.-lb. In addition, at the top of the column, whose unsupported 
length is 15 ft.-O in., there is a direct axial load of 250,000 lb. Design the 
column for fc = 2500 and f, — 20,000. 

3 . A circular column with spirals has a diameter of 20 in. and is rein- 
forced with ten 1-in. round bars. It sustains a direct load of 400,000 lb. 
fe = 3750; /, = 16,000. What bending moment can it sustain at the top, 
its unsupported length being 12 ft.-O in.? 



CHAPTER XII 


FOOTINGS 

198. Types of Footings. A footing is required under columns, 
walls, and other similar structural members which rest on soil, 
in order to distribute the load over an area sufficiently large 
to prevent overstressing of the soil. Footings for structures 
are divided into three main classes: (1) wall footings; (2) single- 
column footings; (3) multiple-column footings, or those which 
support more than one column. Footings are mostly made of 
concrete, either plain or reinforced, although quite frequently 
grillages consisting of two or more tiers of steel beams encased 
in concrete are used. Occasionally similar grillages made of 
timber may prove satisfactory. 

Single-column footings should be centered under the columns 
which they support, in order to avoid unsymmetrical resisting 
pressures, which would result in uneven settlement of the foot- 
ing. Footings supporting more than one column should be so 
proportioned that any settlement which might take place will be 
uniform, in order to prevent the obvious damage to the super- 
structure which would otherwise occur. 

199. Bearing Capacity of Soils. The sustaining power of earth 
formations depends mainly upon the composition, the amount of 
moisture contained, and the degree of confinement in the mass. 
No definite values can be given to the safe bearing capacity of 
different classes of soils because of the many variables which 
of necessity must be considered. Unless the bearing capacity 
of the material at a given site is already known, it should be 
determined by direct tests, if this is at all feasible. A satis- 
factory test for ordinary structures can be made by erecting 
a heavy post on a bearing plate of known area (1 to 4 sq. ft.), 
placed preferably at the same elevation as that of the proposed 
foundation, then applying loads to the top of the post, and meas- 
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uring the settlement, if any. Some fraction (usually one-fourth 
to one-half) of the load which produces appreciable^ settlement 
is taken as the maximum pressure to be used in the subsequent 
footing design. Just what is an appreciable settlement is 
dependent somewhat upon the type of structure under consider- 
ation. A settlement of in. may be considered large for an 
ornamental structure, such as a cathedral, whereas a settlement 
of 1 in. or more may be of no consequence in a heavy concrete 
warehouse. Very heavy or unusually tall structures should be 
supported on rock, if this is economically possible, in order to 
avoid any settlement; in spite of all precautions, any settlement 
is apt not to be uniform, and uneven settlement is a serious 
matter in tall buildings or structures with much ornamental trim. 

In the absence of any satisfactory test, the following limiting 
values taken from the Building Code of the National Board of 
Fire Underwriters may be used as a guide in selecting the bearing 
capacity of any given foundation bed. 


Rb(’ommended Bearing Capacities, Tons per Sq. Ft. 


Soft clay 

1 

Coarse sand 

4 

Firm clay 

2 

Gravel 

0 

Wet sand 

2 

Soft rock 

8 

Sand and clay, mixed or in layers . . 

2 

Hardpan 

10 

Fine dry sand 

3 

Medium rock 

15 



Hard rock 

40 


200. Plain-concrete Footings. The area of the base of a plain- 
concrete footing is obtained by dividing the total load on the 
footing, including its own weight, by the allowable unit soil pres- 
sure. The top area must be large enough to provide for proper 
distribution of the load from the wall or column (see Art. 212). 
Where there is a great difference between the area of the top and 
base, the upper surface of the footing is usually sloped or stepped. 

The depth of the footing must be sufficient to keep the tension 
in the concrete within the allowable limit, which is given in the 
Joint Code as 0.03/'c. The depth must also be sufficient so that 
the unit shearing stress, computed at sections as prescribed in 
Art. 208 for reinforced-concretc footings, shall not exceed 0.02/'c. 
The bending moment is computed in tbe 'manner outlined in 
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Art. 203 for wall footings and in Art. 206 for column footings. 
The critical shear is computed as in Art. 203 for wall footings 
and in Art. 208 for column footings. In general, a plain concrete 
footing will be safe structurally if the length of any projection 
is not more than one-half the thickness of the projection. 

201. Pedestals. Quite frequently a footing is required to be 
placed at some distance below the column that it supports. 
This is particularly true of footings for structural-steel columns, 
where the footing has to be located at some distance below the 
basement floor in order to rest on a suitable bearing stratum. 
In such cases, a pedestal is placed on the footing, and the column 
rests on top of the pedestal. The allowable compressive unit 
stress on the gross area of a plain concrete pedestal, as specified 
in the Joint Code, is 0.25/'c. Where this stress is exceeded, 
vertical reinforcement must be provided, and the pedestal 
designed as a reinforced-concretc column. 

Short pedestals are also frequently required on top of the 
footings supporting reinforced-concrete columns, in order to 
provide sufficient length of embedment for the dowels that are 
used to complete the transfer of stress from the columns to the 
footing (see Art. 212). Short pedestals of this nature are required 
to be poured monolithically with the footings of which they are a 
part. 

202. Reinforced-concrete Footings. In the majority of cases 
reinforced concrete is preferable to plain concrete for footing 
construction owing to the saving in excavation, in material, and 
in weight of the foundation itself. This is the result of the 
smaller depth required to provide for the existing bending and 
shearing stresses. The remainder of this chapter will be devoted 
to analysis of the various types of reinforced-concrete footings. 

203. Analysis of Wall Footings. The principles of beam 
action are, in general, applicable to wall footings. Figure 183 
shows a wall footing and a typical set of external forces acting 
upon it. For footings under concrete walls the critical section 
for moment is taken at the face of the wall. For footings sup- 
porting masonry walls (cement blocks, brick, or stone) the critical 
section is taken halfway between the middle and edge of the wall. 
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Assuming that the wall in Fig. 183 is of concrete, the critical 
moment for a 1-ft. length of footing is 

M = }hw(1 - ay ( 1 ) 


C 


W /b.persq.ff. 
Fig. 183. 


The effective depth and the area of steel required to provide for 
this moment are computed from the same formulas as for rec- 
tangular reinforced-concrete beams (Art. 148), using a value of 
b = 12 in. ; the resulting value of A, is the area of steel required 
in a 12-in. length of wall. 

The maximum bond stress on the bars in the bottom of the 

footing is computed as for ordi- 
nary rectangular concrete beams 
(see Art. 167), assuming that 
the critical section is at the face 
of the wall. Bars in footings are 
invariably hooked at each end, so 
that the allowable unit bond 
stress is the ordinary stress for 
beams (Art. 167) increased by 50 
per cent because of the extra anchorage. The re^sulting values 
are 0.075/'^ for deformed bars and 0.06/'^ for plain bars. 

Test results and certain analytical considerations indicate 
that it is satisfactory to consider that the critical section for 
diagonal tension is at a distance d from the face of the wall 
(d being the distance from the center of the reinforcing bars 
to the top of the footing at the edge of the wall). The unit 
shear at this section is computed as for ordinary rectangular 
reinforccd-concrete beams (Art. 163), and this is compared with 
the allowable shearing stresses to determine whether or not the 
footing has adequate resistance to diagonal tension. Web 
reinforcement is difficult to place in a footing, and its effect is open 
to question; hence, it is customary to design the footing so that 
the unit shearing stress (which is a measure of the diagonal 
tension) is less than the limit of the working stress permitted in 
beams without web reinforcement. This limit, which includes 
an allowance for the added resistance furnished by the hooks 
on the bars, is 0 . 03 /' c . 
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In all design computations, except those for determining the 
required bearing area, the weight of the footing is neglected 
since this weight has no effect on values of moments and shears; 
i.6., the extra upward pressure caused by the weight of the footing 
is exactly counterbalanced by the downward force of this weight. 


204. Design of a Typical Wall Footing. A 16-in. concrete wall supports 
a total load of 23,100 lb. per lin. ft. and rests on soil whose safe bearing power 
is 2 tons per sq. ft. Design a footing for this wall that will satisfy the require- 
ments of the Joint Code. A 2000-lb. concrete is to be used;/, = 18,000 p.s.i. 

Assuming the weight of the footing as 900 lb. per lin. ft., the total width 
of footing required = 24,000/4,000 = 6.0 ft. The net upward pressure on 
the footing = 23,100/6 = 3850 lb. per sq. ft. The moment at the critical 
section, for a strip 12 in. wide, is 

(6 - 1.33)2 

M = 3850 X g X 12 = 126,000 in.-lb. 


With allowable unit stresses of 18,000 and 800, Table 2, page 226, gives 
K 139 and j = 0.867. The required effective depth is 


I 126,000 

\139 X 12 


8.7 in. 


An effective depth of 9 in. is used, which, with 3-in. insulation, gives a 
total thickness of 12 in. The weight per linear foot is then 900 lb. as 
assumed. 


A. 


1 26,000 

18,000 X 0.867 X 9 


0.90 sq. in. per ft. 


Assuming deformed bars anchored at both ends by means of hooks. 


2.33 X 3850 
150 X 3^ X 9 


7.6 in. per ft. 


These requirements are satisfied by using J^-in. square bars, 3 in. center 
to center. Investigating for diagonal tension, the total external shear on a 


section 9 in. from the face of the wall is 


23,100 

6 



6100 lb. and the unit 


shear, which is a measure of diagonal tension, is 

6100 

This is but 4 lb. in excess of the allowable (0.03 X 2000 =» 60), and the 
design may be considered satisfactory. 
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SINGLE-COLUMN FOOTINGS 

206. Computation of Bearing Area. Ordinarily, in single- 
column footings the load may be considered as applied uni- 
formly over the bearing area of the column, and if the footing is 
symmetrically placed under the column the upward pressure is 
usually considered to be uniformly distributed over the base of 
the footing. The footing is then analogous to a cantilever slab 
supported at the top over a central area and loaded with a uni- 
form upward load. As the projecting portion of the footing 
deflects upward, its surface assumes the shape of a bowl. Steel is 
required in the bottom of the footing to resist the resulting ten- 
sion stresses. This steel is placed in two directions, as shown in 
Fig. 186,^ the bars in one direction resting directly on top of 
those in the other direction. 

The required area of the footing is obtained by dividing the 
total load on the footing (including its own weight) by the allow- 
able unit soil pressure. The weight of a single-column footing 
will generally var}" from 6 to 10 per cent of the column load. For 
maximum economy, a footing supporting a square or a round 
(olumn should be square, whereas the sides of a footing support- 
ing a rectangular column should be somewhat longer on the side 
parallel to the long side of the column than in the other direction, 
the sides of the footing being approximately in the same ratio as 
the sides of the column. 

206. Bending Moment. The momcMit at an\ vsection is 
determined b}^ passing through the section a ^'ertical plane, 
which extends completely across the footing, and (computing the 
moment of the forces acting over the entire area of the footing 
on one side of the plane. The critical section for moment is 
at the face of the column (or pedestal) for footings supporting a 

^ Occasionally footing reinforcement is placed in four directions. This is 
unusual in modern practice, however. The method of design is the same 
as for two-way footings, except that the steel area required m each direction 
IS divided into one band parallel to the axis of the footing and two half 
bands in the diagonal direction, with practically all of the bars passing 
under the column. 
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single concrete column (or pedestal), or halfway between the face 
of the column and the edge of the metallic base for footings under 
metallic bases. The width resisting compression at any section 
is taken as the full width of the top of the footing at the section 
under consideration. 

The effective depth required to prevent overstressing the con- 
crete in compression is computed from the rectangular-beam 
equation [equation (3) Art. 148], M = Khd^. The allowable 
extreme fiber stress in compression is the same as for ordinary 
beams. Because of the large effective width, except for sloped- 
top footings (see Art. 211) the effective depth obtained from this 
computation would not be sufficient to provide adequate resist- 
ance to diagonal tension, and usually the depth selected is 
obtained from the latter requirement, as explained in Art. 208. 

After the effective depth has been selected, the steel area 
required in each direction is obtained from equation (2), Art. 148, 
M = AJnjdj an approximate value of j — 0.9 being used. Fur- 
ther refinement in computing the value of j is not justified, 
because of the assumptions made in computing the moment and 
in selecting the effective width 6. The moment to be used in the 
computation of A, in each direction is specified as 85 per cent of 
the moment obtained in the manner described at the beginning 
of this article. 

207. Placing the Reinforcement. In square footings the 
required reinforcement in each direction is distributed uniformly 
across the full width of the footing. In rectangular footings the 
reinforcement in the long direction is distributed across the full 
width of the footing; in the short direction a portion AA* of the 
total required reinforcement A, is uniformly distributed in a band 
having a width equal to the length of the short side of the footing 
and centered with respect to the center line of the column. The 
portion AA* is computed from the following equation: 



in which S = the ratio of the long to the short side of the footing. 
The remainder of the required reinforcement in the short 
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direction is uniformly distributed in the outer portions of the 
footing. 

The Joint Code requires that the reinforcement in footings or 
other principal structural members in which the concrete is 
deposited against the ground shall have not less than 3 in. of 
concrete between it and the ground contact surface. In ordi- 
nary computations,* the eiBfective depth is taken as 4 in. less than 
the total thickness of the footing, and this value is used in compu- 
tations for both directions, even though actually the d in one 
direction is less than that in the other direction by an amount 
equal to the diameter of the bars. 

208. Diagonal Tension. Tests indicate that diagonal tension 
develops in critical amounts at a distance from the face of the 

column equal to the effective 
depth d of the footing. Hence, 
the critical section for shear is 
assumed as a vertical section 
obtained by passing a series of 
vertical planes through the foot- 
ing, each of which is parallel to a 
corresponding face of the column 
or pedestal and located a dis- 
tance therefrom equal to the effec- 
tive depth of the footing. According to the Joint Code, each 
face of the critical section for shear shall be considered as resisting 
an external shear equal to the net upward pressure on an area 
bounded by that face, two diagonal lines drawn from the corners 
of the column or pedestal at angles of 45 degrees with the prin- 
cipal axes of the footing, and that portion of the corresponding 
edge or edges of the footing intercepted between the two diag- 
onals. Thus, in Fig. 184, the critical section for shear is the 
vertical section ABCD; the shear resisted by the face AB is the 
net upward load on the shaded area a6; and the shear resisted 
by the face BC is the net upward load on the shaded area be. 

The unit shear, which is a measure of diagonal tension, is 

V 

computed from equation (12), Art. 163, v = using for b the 

Qjd 
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width of the face of the critical section and for d the depth at 
the face of the critical section above the plane of the reinforce- 
ment. For single block footings the effective depth d is the same 
for all sections in the footing, but for footings with a sloping 
top the effective depth d obviously varies with the location of 
the section. The allowable unit shear is specified in the Joint 
Code as 0.03/'c, with a maximum of 75 p.s.i. 

The depth of the footing is usually governed by the shearing 
strength required; hence, in design, the above equation is used to 
determine the unknown effective depth for the known values of 
Vy 6, and V. This is in reality a ^'cut-and-try ’’ process, since the 
values of h and V depend upon the value of d, which must there- 
fore be assumed before the computations can be completed. 

Web reinforcement is ordinarily undesirable in a single-column 
footing because of the uncertainty of its effectiveness and the 
difficulty of placing it. The specified maximum value of v, as 
given above, is therefore the value specified for ordinary beams 
without web reinforcement but with the bars hooked, and with 
an added arbitrarj^ limit of 75 p.s.i. 

209. Bond Stresses. Bond resistance is one of the most 
important factors governing the strength of concrete footings. 
The critical sections for bond are assumed at the face of the 
column or pedestal and at vertical planes where changes in 
section occur. The critical unit bond stress for each band 
of reinforcing bars is computed from equation (16), Art. 167, 
u = y/Sqjd, considering the circumference of all of the bars 
in the band and assuming V as the same total net upward 
load that was used in computing the bending moment on the 
section under consideration. This load is defined in Art. 
206. 

The allowable unit bond stress as specified for ordinary beams 
with hooked bars is reduced by 25 per cent because of the loss in 
bond area at the intersections of the bars. The resulting allow- 
able unit stress is 0.045/'c for plain bars and 0.056/'*. for deformed 
bars. 

210. Footings Supporting Round Colunms. The preceding 
discussions have been based upon the assumption that the foot- 
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ings are supporting square or rectangular columns or metallic 
bases. In computing the stresses (bending, shear, and bond) in 
footings which support a round or octagonal concrete column or 
pedestal, the ^^face'^ of the column or pedestal shall be taken as 
the side of a square having an area equal to the area enclosed 
within the perimeter of the column or pedestal. Computations 
are carried out in the same manner as for footings supporting 
square or rectangular columns, the equivalent square column 
being used in place of the actual round column. 

211. Stepped and Sloped Footings. If the depth required for 
moment is large, the footing may be sloped between the edge of 
the column (preferably 3 or 4 in. from the edge of the column) and 
the edge of the footing, provided that the actual depth to the steel 
at the critical section for diagonal tension is made sufficient to 
provide fully for this diagonal tension in accordance with the 
method outlined in Art. 208, and further provided that the top 
area of the footing is made sufficiently large to satisfy other 
requirements as given in Art. 212. 

The Joint Code specifies that in sloped footings the thick- 
ness above the reinforcement at the edge of the footing shall be 
not less than 6 in. for footings on soil or 12 in. for footings on 
piles. The top of the footing may be stepped instead of sloped, 
provided the steps are so placed that the footing will have at 
all sections a depth at least as great as that required for a sloping 
top. Stepped footings must be cast monolithically. The value 
of h (see Art. 206) to be used in analyzing sloped or stepped 
footings for bending shall not exceed the width of the flat top 
of the footing, since this is the maximum width over which 
the full effective depth d, for moment, is available. 

212. Transfer of Stress at Base of Column. The compressive 
stress in the longitudinal reinforcement at the base of a reinforced- 
concrete column is transferred to the pedestal or footing by 
means of dowels. There should be at least one dowel for each 
column bar, and the total sectional area of the dowels should be 
not less than the sectional area of the longitudinal reinforcement 
in the column. If /'c is 3000 p.s.i. or greater, the dowels should 
extend into the column and into the pedestal or footing not less 
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than 30 diameters of the dowel bars for plain bars or 24 diameters 
for deformed bars. If is less than 3000 p.s.i., both of these 
distances must be increased 25 per cent. If the footing thickness 
is not sufficient to furnish the required embedment, plus insula- 
tion, a pedestal must be used; the height of the 'pedestal must be 
sufficient to provide for the deficiency in the footing thickness, 
and the area must be sufficient to satisfy the requirements of the 
following paragraph. 

The Joint Code specifies that the permissible compressive 
unit stress Va on top of the pedestal or footing directly under the 
column shall be not greater than that determined by the formula 



in which A = total area of top of pedestal or footing. 

A' = loaded area of pedestal or footing at the column 
base. 

In sloped or stepped footings, A may be taken as the area of 
the top horizontal surface of the footing or as the area of the lower 
base of the largest frustum of a pyramid or cone contained wholly 
within the footing and having for its upper base the loaded area 
i4', and having side slopes of 1 vertical to 2 horizontal. The 
Code further specifies that the unit stress on the gross area of a 
concentrically loaded pedestal shall not be greater than 0.25/'f. 
Pedestals used for the purpose of furnished depth for embedment 
of dowels must be poured monolithically with the footing. 

213. Design of a Two-way Block Footing. A column 24 in. square sup- 
ports a total load of 400,000 lb. Design a single-slab concrete footing, 
reinforced in two directions, to support this column on a soil which has a 
safe bearing capacity of 5000 lb. per sq. ft. A 2500-lb. concrete and inter- 
mediate-grade steel arc to be used. 

Assuming the weight of the footing as 25,000 lb., the bearing area required 
is 425,000/5000 = 85 sq. ft. A base 9 ft.-3 in. square, furnishing 85.5 sq. ft., 
is selected. The unit pressure due to the load on the column only is 
400,000/8.5.5 = 4680 lb. per sq. ft. 

The depth of the footing is governed by the shearing stresses; but, in 
order to locate the critical section for shear, the depth must be known or 
assumed. An approximate value can be obtained by first computing the 
depth required for the bending moment. 
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The maximum moment (see Fig. 185) is 

3.625 

M - 4680 X 9.25 X 3.625 X X 12 - 3,420,000 in.-lb. 
From Table 2, page 226, K = 164; and from equation (3), Art. 148, 


I 3,420,000 
“ \9.25 X 12 X 164 


= 13.7 in. 


According to preceding discussions, the effective depth required for shear 
will be greater than 13.7 in. Assume that 18 in. will be adequate. The 
critical section for shear (Fig. 185) is then 18 in. from the face of the column; 



Fig. 185. 


the width of this section is 24 -f- 2 X 18 = 60 in.; and the total external 
shear on the section is 

5.0 + 9.25 

V * ^ X 2.125 X 4680 = 71,000 lb. 

The allowable unit shear is 75 p.s.i. Hence, 

71,000 

" ” 60 X 0.9 X d “ 

from which d =* 17.6 in., or 18 in., as assumed. 

Any required revision in the assumed value of d would change not only 
the total shear V but also the effective shearing width b in the above equa- 
tions. The total height of the footing, allowing 4 in. of insulation below the 
center of the steel, as recommended in Art. 207, is 22 in., and the weight of 
the footing is 23,600 lb., approximately as assumed. No revision of the 
bearing area is necessary. 
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The moment to be used in computing the steel area required in each 
direction is 0,85 X 3,420,000 ** 2,910,000 in.-lb. 

, 2,910,000 

~ 20,000 X 0.9 X 18 

The allowable unit bond stress is 0.056 X 2500 = 140 p.s.i. The maxi- 
mum shear to be used in the equation for unit bond stress is the net upward 
load on the rectangular area on one side of a vertical section extending 
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across the footing in the plane of one face of the column, or 
9.25 X 3.625 X 4680 = 155,000 lb. 

. , 155,000 

S. (required) = iJq x q J^ xlg = 68.5 m. 

Thirty-five J^-in. round bars furnish an area of 10.74 sq. in. and a total 
perimeter of 68.7 in., which satisfy both the above requirements. Allowing 
about 4 in. of insulation to the edges of the footing, the spacing of the bars 
is approximately 3 in., which is satisfactory. 

Dowels will be placed in the footing to transfer the stress from the column 
bars to the footing. According to Art. 212, these dowels should be of the 
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same size and the same number as the bars in the column. They should 
extend into the footing and into the column a distance of 30 diameters. 
Assuming that the column is reinforced with eight ^-in. round bars, eight 
%-in. round dowels 3 ft.-lO in. long will be required. In order to furnish 
sufficient depth for embedment in the footing, a pedestal 6 in. high is 

400 000 

required. The required area of the pedestal (see Art. 201) is — ~ =640 

sq. in. The pedestal will be made 30 in. square (area 900 sq. in.), which 
will give a 3-in. projection beyond the column. The unit stress on the 

loaded area is = 692 p.s.i., and the allowable stress on this area (see 

Art. 212) is fa = 0.25 X 2500 ^ ®®9640 “ 700 p.s.i. Complete details of 
the footing are shown in Fig. 186. 

MULTIPLE-COLUMN FOOTINGS 

214. Types of Multiple-column Footings. It is sometimes 
desirable and quite frequently necessary to support more than 
one column on the same footing. A multiple-column footing is 
necessary when two columns with fairly large loads are so close 
together that there is not sufficient space between the columns for 
two independent footings of economical proportions, or when the 
face of an exterior column coincides with, or is close to, the build- 
ing line, thus making it impossible to center an independent 
footing under this column. In the latter case, an eccentric foot- 
ing would result in unequal distribution of the pressure on the 
soil, with the possibility of uneven settlement, and bending in the 
columns; a single footing supporting the exterior column and 
the adjacent interior column may be so proportioned as to make 
the center of gravity of the footing area coincide with the cen- 
ter of gravity of the column loads and thus theoretically secure 
the uniform soil pressure which is essential to a satisfactory foot- 
ing design. A footing of this type is called a combined footing. 

A combined footing may be rectangular in plan or trapezoidal. 
The former shape is suitable if the interior column has the greater 
load and if the footing may be extended beyond this column as far 
as necessary. The trapezoidal shape is required if the column 
loads are unequal and if for any reason the footing cannot extend 
any appreciable distance beyond either column. The critical 
sections for diagonal tension in combined footings are the same 
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as for single-column footings (see Art. 208), and the transfer of 
the stress at the base of the columns is accomplished in the same 
manner. The methods of computing critical moments are 
explained in Arts. 215 and 216. 


216. Design of a Combined Footing Supporting Two Equal Column Loads. 

Two columns, each 24 in. square and each carrying a total load of 310,000 lb., 
are spaced 10 ft.-O in. center to center, as shown in Fig. 187. Design a 
rectangular combined footing to support these two columns. The allow- 
able soil pressure is 4000 lb. per sq. ft.; a 2000-lb. concrete is to be used; 
f, = 18,000 p.s.i. 

The proposed method of design considers that the load from each column 
will be carried by a beam in the direction of the width of the footing (i.e., at 
right angles to the line of columns) and that this load will then be distributed 
longitudinally throughout the length of the footing by a band of steel in the 
longitudinal direction. Assuming the weight of the footing as 0.06 X 2 X 
310,000 = 37,000 lb., the bearing area required is 


2 X 310,000 + 37,000 
4000 


1G4.3 sq. ft. 


The proper selection of width and length is governed by several factors. 
If the footing is too long, the moment in the portions projecting beyond the 
columns in the longitudinal direction will be excessive and the unit shearing 
and bond stresses in the transverse beam will be unduly large. If the foot- 
ing is too sliort, the negative moment between the columns in the longitudi- 
nal direction will be too great for an economical design. A short footing 
will necessitate an excessive width, which will cause an unduly large moment 
at the edges of the columns in the transverse direction. Two or three trial 
designs may be necessary to secure the proportions which will give the most 
economical footing, considering excavation, concrete, and steel. The size 
finallj^ selected in the present case is 18 ft.-9 in. by 8 ft.-9 in. (area = 164.1 
sq. ft.). 

The effective width of the longitudinal band (for both tension and com- 
pression) is equal to the full width of the footing. The effective compression 
width of the transverse beam can be assumed equal to 1^ to 2 times the 
width of the column, w^hereas the steel in this direction can be spread out 
over a width somewhat greater than the column width plus twice the effec- 
tive depth. 

Design of Transverse Direction, In concrete combined-footing designs it 
is customary to consider, as in single-footing designs, that the critical sec- 
tions for moment in the cantilever portions of the footing are at the edges of 
the columns or pedestals. At the edge of each column, the moment in the 
transverse beam is 
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M 


310,000 . , (3.375)* 
8.76 ^ 2 


X 12 


2,420,000 m.-lb. 


Assuming 6 « 2 X 24 = 48 in., the required effective depth is 


d = 




2,420,000 
139 X 48 


19 in. 


Later investigation shows that an effective depth of 21 in. is required to 
avoid the necessity of using web reinforcement in the transverse beam. This 
increased depth will not only avoid the necessity of stirrups but also reduce 
the steel area required. 

, 2,420,000 

~ 18,000 X 0.9 X 21 “ 

At the edge of the column, V = 310,000/8.75 X 3.375 = 119,500 lb. 
Since the transverse bars will be in contact with the bottom longitudinal 
bars, the allowable unit bond stress, assuming proper anchorage at each 
end of each bar, as recommended in Art. 209, is 112 p.s.i. 


119,500 

“ 112 X 0.9 X 21 ~ 

Twenty-nine J^-in. square bars are selected and placed in a width of 72 in., 
a spacing of about 2^ in. being thus the result. 

The total shear at a distance of 21 in. from the edge of the column is 

^ (3-375 -|) = 57,500 lb. 

57,500 

^ “ 48 X 0.9 X 21 “ 33 P-s i- 


If no web reinforcement is used, the allowable unit shear, with anchored 
bars, is 0.03 X 2000 = 60 p.s.i. The above value may be considered 
satisfactory. 

Design of Longitudinal Direction, The moment at the outer edge of the 
transverse beam is 


620,000 (2.375)2 

^ “ 18^ ^ ■^“2 1,120,000 in.-lb. 

At the center of the footing, 

( 9 375 \ 

310,000 X - 310,000 X 5 j 12 = 1,200,000 in.-lb. 


The latter value governs, and the effective depth required is 


d 


V 


1,200,000 

139 X 8.75 X 12 


9.1 in. 
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Though a total thickness of 9K + 3 * 12H in. would be satisfactory for 
this part of the footing, the required steel area would be reduced by a greater 
thickness, and the shearing stresses would also be lowered. An effective 
depth of 12 in. will be selected. The bottom longitudinal bars will be 
placed underneath the transverse bars. Allowing 3 in. of insulation below 
the center of the lower bars, the total thickness of the longitudinal slab is 
15 in. 





Fig. 187. — Combined footing with two equal column loads. 
At the center of the footing, 


A. = 


1,20 0,000 

18,000 X 0.9 X 12 


6.18 sq. in. 


An examination of the bending-moment diagram for the longitudinal direc- 
tion shows that the maximum bond stress on these bars (the top bars 
between the columns) occurs at the point of inflection. Assuming this 
point to be at a distance of X 10 = 2)4 ft. from the center line of the 
column, the shear at this point is 


V 


620,000 

18.75 


(4.375 + 2.5) - 310,000 


-83,000 lb. 


The allowable unit bond stress, assuming hooked ends, is 150 p.s.i., since 
these bars are not in contact with bars at right angles to them. 
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_ 83,000 _ . 

150 X 0.9 X 12 *"• 


Twenty-six square bars are selected. These are placed 3 in. from the 
top of the footing and will extend between the column center lines, with 
standard hooks at each end. 

At the outer edge of the transverse beam, 


A. - 


1,120,000 


18,000 X 0.9 X 12 


= 5.78 sq. in. 


V = 


620,000 

18.75 


X 2.375 = 78,500 lb. 


The allowable unit bond stress here is 112 p.s.i., since there are two inter- 
secting layers of bars. 


So 


78,500 

112 X 0.9 X 12 


64.8 in. 


At the outer edge of the column. 


620,000 (3.375)2 « „ 

M = X X 12 = 2,250,000 m.-lb. 

d (required) 


I 2,250,C 
“ \ 139 X 8 75 


000 

75 X 12 


= 12.4 in. 


The effective depth furnished at this section, assunung bars, is Vg m. 

greater than that of the transverse beam, oi 21 ^2 


As = 
V = 


2,250,000 

18.000 X 0.9 X 21.5 

620.000 


= 0.45 sq. in. 


18.75 


X 3.375 * 111,500 1b. 


So 


111,500 ^ . 

112X0.9X21.5 


The above computations show that, for the bottom longitudinal bars, the 
required area is governed by the section at the outer edge of the column 
(A, =s 6.45 sq. in.) and the required total perimeter is gov(‘rned by the sec- 
tion at the outer edge of the transverse beam (So = 64.8 in.). Thirty-two 
J^-in. square bars, hooked at the ends, are required. The approximate 
spacing is about 334 in. These bars should extend from the end of the 
footing to a section about 20 diameters beyond the point of inflection. 
Since this would leave but a short length between the bars near the center 
of the footing, in order to simplify the placing without adding materially to 
the weight of the steel the bottom longitudinal bars will be detailed to 
extend the full length of the footing. 
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For the longitudinal direction^ the critical sections for shear are at dis- 
tances of 21 in. from the faces of the columns and 12 in. from the edges qf 
the transverse beams. The total shears at the former sections are greater 
than those at the latter, and hence the diagonal-tension investigation is 
made at a distance of 21 in. from the faces of the columns, which sections 
are 9}4 in. from the edges of the transverse beams. Between the columns, 

V - (2.375 + 4.0 + - 310,000 - -73,000 lb. 

W,000 

^ ” 8.75 X 12 X 0.9 X 12 “ 


This is but slightly higher than the allowable unit stress for beams without 
web reinforcement (60 p.s.i.). Stirrups are unnecessary: 

Outside of the columns. 


V 


620,000 

18.75 




53,800 lb. 


Stirrups are obviously unnecessary in this region. 

Complete details are given in Fig. 187. The actual weight of the footing 

620,000 4- 39,000 

is 39,000 lb. The soil pressure is 1641 “ 

which is but 0,5 per cent greater than the specified maximum and may be 
considered satisfactory. 

216. Design of a Rectangular Combined Footing Supporting Two Unequal 
Coltimn Loads. An exterior column, 24 by 18 in. in cross-section (see 
Fig. 189), supports a total load of 200,000 lb. The adjacent interior column 
is 24 by 24 in. in cross-section and carries a total load of 300,000 lb. The 
two columns are to be supported on one rectangular combined footing, one 
end of which cannot extend beyond the outer face of the exterior column. 
The distance center to center of columns is 18 ft.-O in. The allowable soil 
pressure is 4000 lb. per sq. ft. A 2000-lb. concrete and structural-grade 
reinforcing bars are to be used in the footing. 

Assuming the weight of the footing^ as 0.12(300,000 + 200,000) = 60,000 
lb., the bearing area required is 560,000/4000 = 140.0 sq. ft. 

In order to secure uniform soil pressure, the center of gravity of the footing 
must coincide with the center of gravity of the column loads. The latter is 
300 000 

X 18 = 10.8 ft. from the center of the exterior column. The 

500,000 

length of the footing must be 2(10.8 -f 0.75) = 23.1 ft. A length of 23 ft.- 

^ The weight of a combined footing of this type will usually vary from 
8 to 15 per cent of the sum of the column loads, the distance between the 
columns being an important factor, as a careful analysis of the following 
design will indicate. 
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3 in. is selected. The width required is then 140.0/23.25 * 6.0 ft. The 
proposed method of design assumes the loads from the columns to be carried 
by transverse beams under the columns, these beams in turn distributing 
the loads to the longitudinal beam. 

Design of Longitudinal Direction, The net upward pressure per linear 
foot is 500,000/23.25 = 21,500 lb. The maximum negative moment 
between the columns occurs at the section of zero shear. Let x be the dis- 


20a000* 300.000* 



tance from the outer edge of the exterior column to this section. Equating 
to zero the expression for the shear at x, the following equation is obtained: 

21,500x - 200,000 = 0 

from which x = 9.32 ft. 

The moment at this section is 

M = -200,000(9.32 - 0.75) + 21,500 X - j X 12 

= -9,360,000 in.-lb. 

The moment at the right edge of the interior column (see Fig. 188) is 

M = 21,500 X X 12 = 1,575,000 in.-lb. 

For a 2000-lb. concrete, fc — 800 p.s.i., and n - 15. From Table 2, 
page 226, K « 139 and j = 0.867. The effective width of the longitudinal 



FOOTINGS 313 

beam, for both compression and tension, is equal to the full width of the 
footing, or 6.0 X 12 « 72 in. 

, r9»360,000 

Vi^>< 72 

An effective depth of 31 in. is selected; with 3-in. insulation, the total thick- 
ness of the footing is 34 in. and the weight is 59,500 lb., which agrees closely 
with the assumed value. 

Between the columns^ the area of steel required is 

9,360,000 . 

* 18,000 X 0.867 X 31 

The critical sections for bond, for these bars, are at the inner edge of the 
exterior column and at the point of inflection (see Fig. 188), which is approxi- 
mately 0.1 ft. from the edge of the interior column. The latter section 
governs in this design, and the total shear is 

rt-t RATI 

V = 181,750 - = 179,600 lb. 

With anchored bars, the allowable unit bond stress (steel in one direction 
only) is 1.5 X 0.05 X 2000 = 150 p.s.i. 

_ 17 9,600 

150 X 0.9 X 31 

The area requirement governs, and twenty 1-in. square bars are selected. 
The spacing is approximately 3^2 

For the portion of the longitudinal beam which projects beyond the 
interior column, 

. 1,575,000 . 

18,000 X 0.9 X 31 “■ 

The critical section for bond is at the edge of the column, at which section 
V = 21,500 X 3.5 — 75,300 lb. Since these bars are in the bottom of the 
footing and hence are in contact with the transverse bars, the allowable unit 
bond stress, with anchored bars, is 0.75 X 150 = 112 p.s.i. 

V ^ 7 5,300 _ o. 1 . 

112 X 0.9 X 31 

Thirteen %-in. round bars are selected. 

1 In computing the area of longitudinal steel at this section, the use of the 
theoretical value of j is justified, since the design is analogous to that of an 
ordinary rectangular b(jam of definite width and ideal steel ratio. At other 
sections in the longitudinal beam, and in the transverse beam, an approxi- 
mate value of j = 0.9 will be used. 
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The critical section for diagonal tension is at a distance of d in. from the 
columns. Near the inner edge of the exterior column, 

V » 167,750 - 21,500 X SH 2 « 112,3001b., 

and the unit shear is 

112,300 

® “ 72 X 0.9 X 31 “ 

With anchored bars the allowable unit shearing stress for beams without 
web reinforcement is O.OS/'r ** 60 p.s.i., and no web reinforcement is required 
in this portion of the footing. 

At a distance of 31 in. from the left edge of the interior column, the total 
shear is 181,750 — 21,500 X ^H 2 * 126,3001b., and the unit shear is 63 p.s.i. 
This is sufficiently close to the allowable value of 60 p.s.i. so that no web 
reinforcement need be placed in this region. 

At a distance of 31 in. from the right edge of the interior column the total 
shear is 16,800 lb., and the unit shear is 9 p.s.i. No stirrups are required 
in this region. 

Design of Transverse Beam under Interior Column. The moment at the 
edge of the interior column, in the transverse direction, is 

300,000 22 

M « — - — X -2 X 12 * 1,200,000 in.-lb. 


Assuming that the effective width for compression is equal to IJ^ times the 
column width, or IJ^ X 24 = 36 in., the required effective depth is 


d = 




1,200,000 

36 X 139 


15.5 in. 


The actual value of d which is furnished (see Fig. 189) is 31 — = 30?^ in. 

_ 1 , 200,000 . 

18,000 X 0.9 X 30^ 

300,000 

At the edge of the column, V = — ^ — X 2 = 100,000 lb. With anchored 
bars, u = 112 p.s.i., and 


“ 112 X 0.9 X 30% “ 

Sixteen ^-in. round bars are selected and placed arbitrarily in a width of 
60 in. The spacing is about 4 in., and all bars fall well within a 45-degree 
line from the edge of the column. 

No investigation for diagonal tension is necessary, since a section d in. 
from the edge of the column falls outside of the footing. 
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Design of Transverse Beam under Exterior Column* The moment at the 
edge of the exterior column ia 

^ _ ^^29 X ^ X 12 - 800,000 in.-lb. 

Assuming that the effective width for compression (concrete on one side of 





- -J" 


Fig. 189. — Combined footing with two unequal column loads, 
the column only) is IJi X 18 — 22 in., the effective depth required is 


800,000 
® “ A/ 139 X 22 

The actual d furnished is 30^^ in. 

800,000 

18,000 X 0,9 X 30 


16.2 in. 


1.68 sq. in. 


200 000 

At the edge of the column, V ** — g — X 2 ** 66,700 lb. 

66,700 

" 112 X 0.9 X 30^ ~ “• 

Eleven 5^-in. round bars are selected and placed arbitrarily in a width of 
44 in. For the same reason as given in the design of the transverse beam 
under the interior column, no investigation for diagonal tension is necessary. 
Complete details are shown in Fig. 189. 


217. Miscellaneous Foundations. In designing foundations 
to rest on soil, the safe bearing power of which is very small, it 
sometimes becomes necessary to extend the footings to cover 
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practically all of the area of the building, one connected to the 
other. Such foundations may consist of a solid flat slab of 
concrete, a series of beams with slabs at the top or bottom, or a 
series of connected multiple-column footings. In some cases it 
may be necessary to support the individual footings on piles. 

PILE FOUNDATIONS 

218. Concrete Foundations on Piles. Where a soil of a 
highly compressible nature is encountered, and where the amount 
of excavation which would be required to reach a firm stratum 
would be excessive, economy might dictate the use of a foundation 
supported on piles, the latter being long enough either to reach 
the firm substratum or to develop sufiicient skin friction to over- 
come the loads to which they are subjected. 

This type of foundation consists essentially of a concrete slab, 
usually reinforced, supported directly on the piles. The heads 
of the piles are allowed to project a short distance above the 
ground so that the concrete may encase these portions of the 
piles and form with them a solid unit. A minimum embedment 
of 6 in. is considered satisfactory in most cases. If desirable, 
the material around the piles may be excavated, the depth of 
excavation depending upon soil conditions, and the space thus 
made filled in with gravel or other solid material, on which the 
concrete is laid as stated above. Such procedure utilizes the 
increased bearing power of the earth surrounding the piles. 

The essential difference between the design of a concrete foun- 
dation supported on piles and the design of a footing resting 
directly on the soil is in the manner in which the load on the 
footing is resisted by the foundation bed. In the former case, a 
series of concentrated upward loads must be considered; in the 
latter case, uniform distribution under the entire concrete area is 
assumed. 

219. Bearing Power of Piles. When piles are supported 
entirely by the friction between their sides and the earth, the 
load is transmitted to a deep ground level in a conoid of pressure 
through the earth above it. Such piles should be driven so far 
apart, or to such a depth, that the increased area of bearing 
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developed by the conoid of pressure, which has the required 
altitude to contain the frictional resistance, reaches a level at 
which the material will afford the required support before it 
intersects the corresponding conoid of an adjacent pile. In good 
practice, bearing piles are never spaced closer than 23 -^ ft. center 
to center, and preferably not closer than 3 ft. 

The bearing value of a pile which is supported by the friction 
of the earth into which it is driven will depend, among other 
things, upon the soil conditions, the size and spacing of the piles, 
and the depth to which they are driven. The absolute maxi- 
mum loads usually permitted on timber and concrete piles are 
20 tons and 40 tons, respectively. The actual bearing power 
can be determined by a loading test, in which a pile or group of 
piles is loaded with a static load placed in increments until 
appreciable settlement is noted, or by a driving test, in which the 
measured penetration caused by several blows of the hammer is 
used to compute the probable bearing power. 

The most widely used formulas for computing the bearing 
power from penetrations observed in driving are the Engineering 
News formulas. A suitable factor of safety is included in these 
formulas, so that the resulting values are the safe bearing capaci- 
ties rather than the ultimate. When a drop hammer is used, 
with a free fall not exceeding 20 ft., the equation for the safe 
bearing power is 


2WH 
+ 1 


When a single-acting steam hammer is used, the safe load per 
pile is 


s + 0.1 


( 5 ) 


When a double-acting steam hammer is used, the safe load is 


2H(W + Am - b) 
s + 0.1 


( 6 ) 


in which P = safe bearing power per pile, in pounds. 

W = weight of a drop hammer or the weight of the 
striking part of a steam hammer, in pounds. 
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H = height of fall of a drop hammer, or the length of the 
stroke of a steam hammer, in feet, 
s = average penetration, in inches per blow, for at least 
three consecutive blows of the hammer. 

A = effective area of piston, in square inches, 
m = mean effective pressure of the steam on the down- 
ward stroke, in pounds per square inch. 
b = total back pressure, in pounds. 

A constant of 0.3 instead of 0.1 in equations (5) and (6) is some- 
times used. 

When a pile is driven through soft material to a hard sub- 
stratum, the safe bearing value is computed by treating the pile 
as a column, with an unsupported length equal to two-thirds of 
the penetration in distinctly soft material. 

PROPORTIONING FOOTING AREAS FOR UNIFORM PRESSURE 

220. Methods of Securing Uniform Settlement. In all the 

preceding discussions and problems, the bearing areas of foot- 
ings have been selected merely with the idea of keeping the 
unit soil pressures within specified limits; thus, to a great extent, 
the possibility of slight settlements and the effect of such settle- 
ments on the integrity of the structure above the footings have 
been ignored. 

A safe soil pressure is usually considered to be some value 
smaller than the unit load at which appreciable settlement takes 
place. All soils are compressible to some extent; and, with unit 
pressures such as are commonly used in practice, a moderate 
amount of settlement under each footing must be expected. If 
the amount of settlement of each footing in a large building is the 
same as that of the other footings and if all the settlements 
are simultaneous, no particular harm is done even if, in time, the 
total settlement is noticeable. The problem confronting the 
designer is, therefore, not so much to prevent settlement as to 
make sure that whatever settlement takes place will be uniform 
throughout the entire structure. 

If the footings rest on a fairly compressible soil, it is reasonable 
to expect that a great part of the settlement will be realized before 
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the structure is made to serve its useful purpose, f.e., before the 
live load is placed on it. Hence, in some cases, the areas of the 
footings are proportioned to give equal unit pressures under dead 
load alone. With a properly selected unit pressure, it is con- 
sidered better practice, however, to assume that a part of the 
live load is necessary to produce noticeable settlement and to 
proportion the footings for uniform pressures under dead plus 
partial live loads. It is seldom desirable to consider the full 
live load in the proportioning of footing areas, (1) because of 
the reason given above; (2) because the full design live load 
is rarely realized except occasionally in such structures as ware- 
houses, etc.; and (3) because the live load is generally a spas- 
modic load, and hence the settlement that may be caused by it is 
not in direct proportion to the amount of the load. The most 
generally adopted practice is to proportion footing areas so that 
the unit pressures under all footings will be the same when the 
footings are loaded with the dead load plus one-third or one-half 
of the probable live load. 

221. Probable Live Load on Footings. The probable live load 
is the live load which is used in the design of the basement 
column. This is not necessarily the sum of the full live panel 
loads on each floor above the basement floor. Each floor panel 
must, of course, be designed for the full live load that may at some 
time be placed on it; but in most structures, especially office build- 
ings, hotels, apartment houses, etc., the full live load will never 
exist on all floors simultaneously. To allow for this condition, 
in computing the design loads for columns and footings, some 
reduction in the specified live load is permitted, the amount of 
reduction depending primarily on the number of stories in the 
building. The New York City building code is a typical example 
of conservative practice. This code contains the following: 

a. In structures intended for storage purposes all columns, 
piers or walls, and foundations may be designed for 85 per cent 
of the full assumed live load. 

5. In structures intended for other uses the assumed live 
load to be used in the design of all columns, piers or walls, and 
foundations may be as follows: 



320 


ELEMENTARY STRUCTURAL ENGINEERING 


100 per cent of the live load on the roof. 

85 per cent of the live load on the top floor. 

80 per cent of the live load on the next floor. 

75 per cent of the live load on the next floor below. 

On each successive lower floor, there may be a corresponding 
decrease in percentage, provided that in all cases at least 50 per 
cent of the live load shall be assumed. 

222. Method of Proportioning Footing Areas. A method 
for determining the bearing area A which is required under each 
individual footing to give uniform pressures under dead plus 
partial live load is as follows: Select one footing as the critical 
footing. If a given bearing pressure is not to be exceeded, the 
critical footing will be that footing with the greatest percentage of 
live load. The area of the base of the critical footing is Ac, the 
total load on it is Tc, the live load Lc, and the dead load Dc. 
The live load on any other footing is L, the dead load D, and the 
area A, Then, in order not to exceed the given value for the safe 
bearing capacity of the soil, B, the required area of the critical 
footing is 

A. = 5 (7) 


The bearing pressure Be at the base of the critical footing, when 
that footing is loaded with its full dead load, Dc, plus a definite 
part of its live load, ALc, is 


Be 


Dc + ALc 

Ac 


( 8 ) 


In order to secure equal unit pressures at the bases of all the 
footings in the given structure when these footings are loaded 
with their full dead loads D plus the stated part of their respective 
live loads AL, the area A of each footing must be equal to 


A = 


D -[“ AL 
Be 


(9) 


If the footings are to be proportioned for equal unit pressures 
under dead load plus one-half live load, the value of A in the fore- 
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going discussion is for dead load plus one-third live load, 
A = With areas computed from this equation the maximum 
unit pressure under the critical footing will be equal to S, the 
maximum unit pressure under any other footing will be less than 
B, and the unit pressure under dead load plus one-half (or one- 
third or any other specified fraction) of the live load will be the 
same under all footings. Once the area of each individual footing 
is determined as above, the remainder of the design of each 
footing must be based on the total load. 

Example. Four typical footings in a given building support dead and 
probable live loads as tabulated below. If the maximum safe bearing 
power of the soil on which these footings are to rest is 5000 lb. per sq. ft., 
what must be the area of each of these footings in order that uniform settle- 
ment may be expected, when the footings are loaded with the full dead load 
plus one-third of the live load? 


Footing 

Dead load, 
lb. 

Live load, 
lb. 

Live load, 
per cent 

DL + HLL, 
lb. 

A 

500,000 

300,000 



B 

400,000 

210,000 



C 

400,000 

300,000 



D 

500,000 

180,000 

26 



The critical footing is C, and the required area is 


Footing C 


400,000 -h 300,000 
5000 


140 sq. ft. 


A footing 12 ft. square is selected, the area of which is 144 sq. ft. 

The unit pressure Be under this footing when it is loaded with the full 
dead load plus one-third of the probable live load is 


500,000 

144 


3470 lb. per sq. ft. 


The required areas of the other footings are, therefore, 

600,000 

Footing A « 3470 " “ 1^3 sq. ft. (13 ft.-3 m. square) 

470.000 

Footing B * " 3 4 7 Q ~ “ ^ square) 

560.000 


Footing D 


3470 


161 sq. ft. (12 ft. -9 in. square) 







CHAPTER XIII 


RETAINING WALLS 

223. Introductory. A pile of earth, cinders, or other material 
possessing more or less frictional stability will, when deposited 
loosely in an unrestrained position, assume a definite slope. The 
steepness of this depends upon the internal friction of the material 
and other conditions, such as moisture content. A mound of 
earth whose sides are permitted to assume this natural slope 
will, when thoroughly compacted, maintain its own integrity 
and support external loads to a maximum amount which depends, 
among other things, upon the bearing qualities of the soil. 

In engineering construction it frequently becomes necessary 
to prevent the sides of such a pile of earth from assuming this 
natural slope. Such a condition occurs when the width of a cut 
or embankment is limited either by restrictions of economy or 
right of ownership. The most common examples of the latter 
limitation are found in railway and highway construction where 
the width of the right of way is fixed. In such cases it is essential 
that the earth be held in position by means of a wall capable of 
resisting the lateral pressure caused by the conditions of restraint. 

A wall whose express purpose is to hold in position a bank of 
earth or similar material is termed a retaining wall. The first 
step toward the design of a retaining wall is to determine its 
location. If the wall is to run along a fixed property line, such as 
a highway or a railroad, this provides definite placing. As is 
often the case, the amount of land available for the construction 
of a given cut or fill may be unlimited, but the cost of cutting 
or filling sufficiently to allow the natural slope of the earth to 
obtain may be excessive. Wherever it is found that a retaining 
wall of the necessary height and section is cheaper than the 
additional cut or fill that it replaces, economy favors the con- 
struction. In Fig. 190, the wall replaces the shaded volume of 

822 
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fill. A few trials will show at what point the wall should be 
placed to obtain the minimum cost. 

The section of wall to be chosen will be determined by a con- 
sideration of economy, ease of construction, and other factors 
interposed by existing conditions. 

224. Types. Masonry retaining walls may be divided into 
two general classes: (1) the grav- 
ity wall (Fig. 191), which retains 
the bank of earth entirely by its 
own weight; (2) the reinforced- 
concrete wall, which utilizes the 
weight of the earth behind it in 
resisting the overturning mo- 
ment of the retained material. In 
this latter class are included the cantilever wall (Fig. 203), a 
type of construction consisting of a vertical arm supported upon 
a horizontal base slab, the vertical arm acting as a free cantilever 
in overcoming the pressure from the earth; and the counterfort 
wall (Fig. 192), the vertical slab of which is anchored or tied to 
the base slab by means of counterforts or buttresses — triangular 
cross walls extending from the top of the vertical slab to the 
extreme point of the base slab at regular intervals throughout 

the length of the wall. The 
vertical slab of the reinforced 
walls may be placed at the 
front, at the rear, or at any 
point along the base slab, the 
exact location depending upon 
limitations of economy and con- 

Fig. 191. — Fig. 192. Counterfort struction. Where conditions 
Gravity wall. wall. 

permit, a toe extension of to 
will produce a more economical design for a cantilever wall 
than would result if the vertical arm were placed at the front 
edge of the base slab. 

The section of wall to be chosen will be determined by a con- 
sideration of economy, ease of construction, foundation require- 
ments, and other factors imposed by existing conditions. In 
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comparing the relative economy of gravity walls and reinforced- 
concrete walls, the added cost of construction in the case of the 
latter must be included. A careful study of the different types 
leads to the conclusion that, unless affec^^ed by unusual condi- 
tions, the gravity type will prove most economical for low walls, 
the cantilever type for walls of medium height, and the counter- 
fort type for the higher walls. The critical height, or height of 
separation between the various types, is not clearly defined, since 
it depends upon too many economic as well as constructive con- 
ditions. In general it is found to be uneconomical to use the 
counterfort construction for walls that are less than 18 ft. in 
height. 

The width of the base of the wall will vary from 0.45 to 0.60 
of the height of the wall, depending upon the type of loading 
supported by the wall. This value will in general average 0.5 
of the total height of the equivalent earth column at the heel 
of the wall, measured from the bottom of the wall, i.c., 0.5h in 
Fig. 195a; 0.5 {h -1- A') in Fig. 1956; or 0.5 of the height of the 
shaded pressure triangle in Fig. 196. 

225. Conditions of Loading. Four general cases are possible: 
(1) Walls with no surcharge, the top surface of the fill being 
horizontal and level with the top of the wall. (2) Walls with 
an inclined surcharge, the top surface of the fill extending upward 
and back from the top of the wall; the angle of inclination of the 
sloping surcharge is usually taken as the angle of repose of the 
material in the fill (Art. 226). (3) Walls with a horizontal 

surcharge extending some distance above the top of the wall. 
(4) Loadings in which the actual surface of earth does not extend 
above the top of the wall, but supports an external load such 
as a building or railroad tracks. Such loads are converted into 
an equivalent height of earth above the top of the wall by dividing 
the weight of an additional load per square foot by the weight 
of the earth per cubic foot. The pressure against the wall is 
then computed for this equivalent height of earth surcharge, as 
in Case 3. 

The American Railway Engineering Association recommends 
that the equivalent height of earth for Case 4 be obtained as 
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follows: (a) In calculating the surcharge due to railroad tracks, 
the entire load shall be assumed to be uniformly distributed 
over a width of 14 ft. for a single track or for tracks more than 
14 ft. on centers, and the distance center to center of tracks where 
tracks are spaced less than 14 ft. (6) In calculating the pressure 
on a retaining wall where the filling carries permanent tracks or 
structures, the full effect of the loaded surcharge shall be con- 
sidered where the edge of the distributed load or structure is 



7" = Superimposed Load per Foof of Wal! 
b • Width of Distribution of T, in feeF 
w » Weight of Bctckfiil per Cu. ft. 


X 

wb 


Fig. 193. 


vertically above the back edge of the heel of the wall. The effect 
of the loaded surcharge may be neglected where the edge of the 
distributed load or structure is at a distance from the vertical 
line through the back edge of the heel of the wall equal to /i, the 
height of the wall. For intermediate positions the equivalent 
uniform surcharge load may be interpolated between the two 
cases quoted above (see Fig. 193). 

226. Determination of Earth Thrust. The first essential in 
any design is the determination of the force to be resisted. The 
principal force governing the dimensions of a retaining wall is 
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the pressure exerted by the retained material in its attempt to 
assume its natural slope. In order fully to determine the pres- 
sure of the filling against the wall, the resultant must be known 
in amount, in line of action, and in point of application. 

Many theories have been advanced which lead to a purely 
academic determination of earth thrust. These mathematical 
discussions of the action of earth masses premise an ideal, 
incompressible, homogeneous material, without cohesion, possess- 
ing frictional resistance between its particles, and of indefinite 
extent in the mass. Such a fill is rarely found in practice. The 
degree of exactness of the thrust as determined by any of the 
theoretical methods will depend upon the difference between 
the actual conditions and the theoretical. 


Rankine’s development of earth pressure, which starts out 
with an infinitesimal prism and leads to an expression for the 
thrust of an entire earth mass upon a given surface, results in the 
general equation 



( 1 ) 


in which P = the total thrust upon the back of the wall. 
w = the weight of the earth per cubic foot. 
hi = the height of the earth column, in feet. 

C = a constant depending upon the angle of inclination 
of the back of the wall, the conditions of loading, 
and the physical properties of the earth fill. 
Values of P are given in Fig. 194 for various con- 
ditions of loading. 

The amount of the pressure on any given horizontal strip 1 ft. 
in height at a distance x ft. below the surface of the earth is 
given by the equation 

Pi = Cwx (2) 

The pressure distribution along the back of the wall for Case 
1 of Art. 225 is shown in Fig. 195a, for Case 2 in Fig. 196, and 
for Cases 3 and 4 in Fig. 1956. 

In determining foundation pressures in a wall of a cross-section 
as shown in Fig. 196 the earth fill vertically above the base slab is 
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considered as a resisting pressure equivalent to the same weight 
of masonry, and the total overturning pressure is the total earth 
thrust on a vertical plane at the heel of the wall. The height 

VERTICAL WALLS 


fkriMGn^l6urcharye ^hpir^ Surcharge Loaded %Surcffai^ 



WALLS LEANING FORWARD 
Horixonh! Surchorpe Shpng Surchar^gp Loaded Surehat^ 
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Fio. 194. — Pressures on retaining walls. 

CD is therefore used in equation (1) for determining the earth 
thrust. This applies also to walls of gravity section in which 
the back slopes away from the fill. In determining the bending 



(a) (b) 


Fig. 196. 

moment on the vertical arm AB (Fig. 196), the total thrust is 
computed for a column of earth of a height equal to AB, 

227. Line of Action and Point of Application of Earth Pressure. 
The line of action of the total thrust upon a wall with a vertical 
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back exposed to the action of the earth is parallel to the top sur- 
face of the filling. In a wall whose back slopes away from the 
fill the total thrust upon a vertical plane through the heel of the 
wall acts parallel to the top surface of the earth. 

For walls with no surcharge or a sloping surcharge, the point of 
application of the total earth thrust is usually assumed at a point 
in the plane against which the earth is acting and at a distance 
of one-third its height, measured upward from the base of the 
plane. For walls with a loaded surcharge, the point of applica- 
tion is taken at the center of gravity of the pressure quadrilateral 



Fig. 196. 


shown in Fig. 1956. The location of the point of application 
of the resultant thrust for the various conditions of loading is 
given in Fig. 194. 

228. Factors Affecting the Design. Following the determina- 
tion of the earth thrust, an investigation must be made of all 
possible modes of failure, and each element of the construction 
must be so proportioned as to make such failures impossible. 
A gravity wall may fail by sliding along the plane of the base, by 
overturning, or by settlement at the toe caused by the crushing 
of the soil there. An extreme case of this will also cause over- 
turning. A reinforced-concrete wall may fail in any of the ways 
mentioned above. In addition, any of the thin sections which 
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together furnish the necessary strength and rigidity might 
yield in a manner similar to a corresponding element in other 
constructions. 

229. Overturning and Crushing. In order to prevent over- 
turning of the wall, the resisting moment of the weight of the 
wall and the earth above the base of the wall about the toe must 
be greater than the overturning moment of the earth pressure 
about the same point. A factor of safety of 2 is generally 
required; t.e,, in Fig. 197, WiXi + W 2 X 2 + W^Xi must be greater 
than 2Py. The factor of safety n 
against overturning may be de- 
termined from the approximate 
equation 

I 

^ Z - 2a 

in which I = length of base of wall. 

a = distance from toe of 
wall to intersection of 
the resultant of P and 
XW with the base of 
the wall (see Fig. 

198). 

In order to prevent crushing of the soil at the toe of the wall, 
the soil pressure at that point should be not greater than the 
allowable pressure for the soil under the wall (see Art. 199). 
Formulas for the toe and heel pressures are given in Fig. 198, in 
which 

E = resultant of the total earth pressure and thp resisting 
weight (concrete and earth above base of wall) on a 1-ft. 
strip of wall, in pounds. 

F = vertical component of E, 

I == length of base, in feet. 

a = distance, in feet, from toe to intersection of E with the 
base. 

These formulas are derived by assuming that the column of 
earth directly under the wall supports an eccentric load F at a 
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distance of - — a from the gravity axis of the assumed earth 

column and applying the principles of flexure and direct stress as 
outlined in Chap. VI. 

Figure 198 illustrates the desirability of having the resultant 
pressure E intersect the base of the wall within the middle 
third, in order that the base will bear on the soil for its full 
length. 



ResvHanf in mlatdk ihird 
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Fiq. 198. — Pressures on foundation. 


230. Sliding. In order to prevent sliding, the frictional 
resistance of the base against the foundation material must be 
greater th 3 ,n the horizontal component of the earth pressure P. 
A safety factor of 1}^ is usually specified; t.c., /(STV) must be 
greater than P//, in which 

/ = coefficient of friction, concrete on earth. 

STF = total vertical load on base of wall = F in Figs. 198 
and 200. 

Ph = horizontal component of earth pressure P. 

Values of / may be assumed as follows: on dry clay 0.5; on wet 
clay 0.33; on sand 0.4; on gravel 0.6. In case an adverse con- 
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dition of sliding exists, the base may be widened, the weight 
of the wall being thus increased; narrow shallow trenches may 
be dug in the foundation, forming projections which will mate- 
rially increase the resistance to sliding; the base may be inclined 
upward toward the toe; or the forward portion of the trench may 
be filled with masonry so that the wall butts directly against the 
original earth. 

231. Details of Construction. The front of the wall is usually 
built with a batter of 3^ to 1 in. in 12 in. A coping, projecting 
a short distance beyond the wall, adds to the architectural 
appearance and, to a certain extent, protects the masonry in the 
body of the wall from dripping water. A top width of less than 
10 in. is generally undesirable; heavy gravity walls should 
preferably have a top width not less than 18 to 24 in. The base 
of the foundation should be a sufficient distance below the 
surface of the ground to prevent damage by frost, a minimum 
of about 33^ ft. being satisfactory in ordinary climates. Expan- 
sion joints should be provided at intervals along the wall, 
preferably not further apart than 30 ft. 

In a cantilever wall where cracks would be not only unsightly 
but also detrimental to the integrity of the wall, additional 
horizontal steel should be placed at right angles to the main 
reinforcement to provide for temperature and shrinkage stresses. 
An amount varying from 0.10 to 0.33 per cent of the cross- 
section is usually specified. In general, in the vertical arm, %- 
or 3^2-iii* bars, placed 12 in. on centers near the exposed face 
and 24 in. on centers near the buried face, will be satisfactory. 
To support the horizontal bars near the exposed face, vertical 
or ^^-in. bars, about 3 ft. on centers, are used, and the hori- 
zontal bars are wired to these. Longitudinal bars are also 
desirable in the base slab in order to prevent the formation of 
large cracks due to shrinkage of the concrete during the hardening 
process. In a counterfort wall, the steel that is required for 
stress is in the proper direction and position to provide also for 
the critical temperature and shrinkage stresses, although con- 
servative designers may place additional longitudinal bars near 
all faces which do not already have such required steel. 
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Proper drainage of tlic fill bcliind the wall may be effected by 
inserting 4-in. drain tiles through the wall near the bottom, at 
intervals of 10 to 15 ft., and piling crushed stone, gravel, or other 
coarse material around the holes. At least one drain should be 
provided for each pocket formed by counterforts. 

282. Design of Gravity Wall. A gravity wall 16 ft.-O in. high is to sustain 
a bank of earth with a loaded horizontal surcharge equivalent to 4 ft. of 



filling above the top of the wall. The safe bearing pressure on the clay 
foundation bed is 2 tons per sq. ft. The weight of the retained fill is 100 lb. 
per cu. ft., and the angle of repose 33'’42'. Determine the required section 
of wall. 

The ordinary procedure in the d(^sigii of a gravity-type wall is to select a 
tentative section, the dimensions of which are governed by the judgment 
and experience of the designer. This tentative se(;tion is then analyzed in 
accordance with the principles outlined above, and modifications in the 
assumed dimensions made where necessary. 
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In the present case, the tentative dimensions are shown in Fig. 199. 
Investigation must be made with and without the portion of surcharge 
directly over the base included in the resisting weight TF 3 . Assuming that 
the former condition obtains, the analysis is as follows: 

From Fig. 194, the total pressure per foot of wall against the vertical 
plane through the heel of the wall is 


P 


1 1 — sin d> 

- wh(h 4- 2h') X v v - 

2 1 + Bin <f> 


X 100 X 16(16 -f 8 ) (0.286) 


5500 lb. 


The distance of the point of application of P above the bottom of the plane is 


y 


+ Sh'h 16* 4- 3 X 4 X 16 
~ 3(h -}- 2W) “ 3(16 4-8) ” 

W, =• ^ X 13 X 150 = 9,760 lb. 

TFj = 9.5 X 3 X 150 = 4,280 lb. 

17+4 

Wz = — ^ X 7.0 X 100 - 7,350 lb. 


W == 21,3801b. 


By taking moments about the toe of the wall, the point of application of 
the total resisting load W is found to be 5.05 ft. from that point. 

The resultant of P and W = 22,100 lb. and intersects the base 3.44 ft. 
from the toe, or 0.27 ft. inside the forward edge of the middle third. 

4100 lb. per sq. ft. 

389 lb. per sq. ft. 


21,380 

Pi = (4 X 9.5 - 6 X 3.44) - = 

21 380 

P2 * (6 X 3.44 - 2 X 9.5) = 


Investigation of the same section, assuming that the surcharge directly 
over the base is not included in the resisting load Wzy shows that the total 
load W = 18,580 lb. and its point of application is 4.90 ft. from the toe of 
the wall. The point of application of the resultant of P and W is 3.05 ft. 
from the toe. This is but 0.12 ft. outside the middle third and will be 
assumed satisfactory. The toe pressure for this case is 


For the latter loading condition, which is the most severe condition, the 
overturning moment is 5500 X 6.24 = 34,300 ft. -lb. and the resisting 
moment is 18,580 X 4.90 = 91,200 ft.-lb. The factor of safety against 
overturning = 91.200/34,300 * 2.66. 
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The force producing sliding = 5500 lb., and the force resisting sliding^ 
assuming the coefficient of friction as 0.5, is 0.5 X 18,580 = 9290 lb. The 
factor of safety against sliding = 9290/5500 == 1.69. 

233. Design of a Cantilever Wall. Design a cantilever wall 20 ft. high 
to support an earth fill with an inclined surcharge, the slope of which is 
1 3^ : 1. The foundation material is a firm dry clay for which the coefficient 
of friction (concrete on clay) is 0.5 and the allowable soil pressure 3 tons 
per sq. ft. A 2000-lb. concrete is to be used in the wall (see Art. 43 for 



allowable unit stresses). The allowable unit stress in the steel is to be 
taken as 16,000 p.s.i. The assumed dimensions are shown in Fig. 200. 

Overturning and Crushing. For a strip of wall 1 ft. in length, with earth 
at 100 and concrete at 1501b. per cu. ft., W\ « 2580, Wi = 1940, — 4950, 

Wa — 1290, Wh = 9500, W a = 1630 lb. The lever arms about the toe of 
the wall are 4.5, 5.5, 6.0, 6.0, 9.25, and 9.67 ft., respectively. The total 
resisting load — W\-\-W 2 -\- . . . W%) 21,890 lb., and its center 

of gravity is 7.03 ft. from the toe. 

From Fig. 194, P = M X 100(20 -h 4.67)* X 0.832 « 25,400 lb. 


20 + 4.67 
3 


8.22 ft. 
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Combining P and W graphically (see Fig. 1^00), o « 4.26 ft., and the factor 
of safety against overturning (Art. 229) n — 12/(12 — 2 X 4.25) *■ 3.4. ' 
From Fig. 198: 


Pi = (4 X 12.0 - 6 X 4.25) 


P2 “ (6 X 4.25 - 2 X 12.0) 


35,000 

12.0* 

= 5460 lb. 
35,000 


per sq. ft. 


•3 




12 . 0 * 

* 360 lb. per sq. ft. 

Sliding. Assume that the concrete is poured 
against the undisturbed earth at the toe and in the 
9-in. trench beneath the base (see Fig. 203). The 
force resisting sliding = 2.75 X 6000 -h X 6000 -f 
0.50 X 35,000 » 38,500 lb. The factor of safety 
against sliding (Art. 230) = 38,500/21,100 * 1.8. 

Design of Vertical Arm. Figure 201 represents the forces acting on this 
member. 


Fig. 201. 


p » X 100 X 17.25* X 0.832 = 12,400 lb. 

Ph « 12,400 X 0.832 * 10,300 lb. 

Mxx « 10,300 X 5.75 X 12 = 710,000 in.-lb. 

/"noooo 

d (for moment) - \/i47“x~i2 (3)> 

Vxx ^Pu^ 10,300 lb. 

10,300 

d (for shear) = 4 ^X I 2 ^^g' ” (12), Art. 163] 


The thickness of 30 in. as assumed gives a value of d = 27 in., allowing 3 in. 
for insulation. A thinner wall would require excessive steel. 


710,000 

16,000 X 0.87 X 27 


1.88 sq. in. per ft. of wall [equation (2), Art. 148] 


1-in. round bars 5 in. center to center are selected 


u = 1 X ' a.Ti ' x ' X "27 “ 

The bars must continue below section XX a distance [equation (17), Art. 168] 
equal to [16,000/(4 X 100)] X 1 = 40 in. This distance is furnished with 
the addition of the 9-in. key below the base slab, allowing for 2 in. clear 
insulation below the bars. 

Alternate bars are discontinued at a point 5.25 ft. above the top of the 
base slab, and again at a point 10.25 ft. above the top of the base slab. * 

*The theoretical points of cutoff are determined by computing the 
required steel area at two or more intermediate points and plotting required 
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Base Slab — Heel. Tho forces acting on the base slab are shown in Fig. 202. 
The load — vertical component of assumed as uniformly distributed 
over the heel slab. The load \W = weight of earth and concrete above 

base of heel slab. 

Wx = 25,400 X 0.554 = 14,0501b. Its 
center of gravity is 5.5/2 = 2.75 ft. from sec- 
tion A A 

W 2 = 9500 + 2270 + 1560 - 13,330 lb. 
Its center of gravity is 2.9 ft. from section 
AA. 

Wi (shaded area X) * [(2700 + 360) /2] X 
5.5 = 8410 lb. Its center of gravity is 2.26 
ft. from section A A. 

Maa - 14,050 X 2.75 -f- 13,330 X 2.9 - 8410 X 2.26 = 

58,300 ft.-lb. = 700,000 in.-lb. 
Vaa = 14,050 -f 13,330 - 8410 = 18,9701b. 

/ 700,000” 

d (for moment) = 

18 970 

d (for shear) = m. 

With the bars 3 in. below the top of the slab, the d furnished with the assumed 
section is 30.0 in. 

, 700,000 

= f6,oool< oTsrR 30 “ P“'' 

1-in. round bars 5^2 h^- center to center are selected. 

18,970 

“ (12/5.5) X 3.14 X 0.875 X 30 ~ P'®'*' 


These bars must extend to the left of section AA a distance [equation (17), 
Art. 168] 

16,000 


Xi ^ 


4 X 100 


^ X 1 - 40 in. 


Base Slab — Toe. 


Mbb = 18,440 X 2.12 - 1650 X 2.0 = 35,800 ft.-lb. = 429,600 in.-lb. 
429,600 

= 1.03 sq. in. per ft. of wall 


A, = 


16,000 X 0.87 X 30 


steel areas against heights of vertical arm. The investigations are as above, 
using as the height h the distance from the point considered to the top of 
the wall. 
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Ji-in. round bars 6 in. center to center arc selected. 

18,440 - 1650 

“ ~ 1% X 2.356 X 0.875 X 30 ” 

This is satisfactory if the bars are thoroughly anchored (see Art. 167). The 
anchorage in this case at the front is furnished by hooks, and at the rear 
by extending the bars somewhat in excess of 40 diameters [equation (17), 
Art. 168] to the right of section BB, 

Temperature Steel. In order to provide against possible cracks caused by 
changes in temperature and moisture 
conditions, the wall will be reinforced 
with vertical and horizontal steel on 
the front face of the vertical arm, 
additional horizontal steel on the back 
face, and longitudinal steel in the base 
slab, as shown in Fig. 203. 

234. Counterfort Walls. A 

spacing of about 10 ft. for the 
counterforts for walls of medium 
height will usually prove eco- 
nomical. The ordinary range of 
counterfort spacing is from 8 ft. 
for the low walls to 12 ft. for the 
higher walls. The thickness of 
counterforts varies from 12 to 18 
in. The face wall is built with 
a vertical back; the front might 
be battered slightly for appear- 
ance. This wall is designed as a 
simple slab, supported by the 
counterforts; the steel is horizontal, on the outside of the 
wall, the spacing increasing from bottom to top. Some design- 
ers prefer to consider this wall as a partially continuous or fully 
continuous slab, in which event the moments would be decreased ; 
but provision must be made for developing the negative moments 
at the counterforts by placing additional straight bars near the 
back face through the supports or by bending back some of the 
positive-moment steel. In the design, the wall is considered as 
a series of horizontal beams, 12 in. wide, which support a hori- 
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zontal load per foot equal to the horizontal component of the 
earth pressure. 

The base slab is designed as a simple slab supported by the 
counterforts, or sometimes as a partly or fully continuous slab. 
The steel is placed parallel to the wall and may be in the top 
or in the bottom of the slab, depending upon whether the result- 



ant moment causes tension on the upper or lower portions 
of the slab. The resultant moment is the algebraic sum of the 
moments caused by the upward earth pressure and the downward 
load of the filling, including in the latter the vertical component 
of the earth thrust as in the previous cantilever-wall design. A 
series of strips are investigated, the width of each strip usually 
being taken as about 2 ft. If 1-ft. strips were used, the thick- 
ness required near the heel of the wall would be excessive. 
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This procedure is justified by the monolithic nature of the 
construction. 

The counterforts are designed as wedge-shaped, vertical canti- 
lever beams, supporting a horizontal load equal to the total 
horizontal component of the earth pressure on the face wall 
between two counterforts. The effective depth of the counter- 
fort is the perpendicular distance to the steel near the rear 
edge of the counterfort from the point of intersection of the 
counterfort, the front face of the vertical wall, and the upper 
face of the base slab. The counterforts must be tied to the 
vertical wall and to the base slab, with horizontal and vertical 
bars, respectively. The main steel in the counterforts is placed 
along the back or sloping edge. Some bars may be discontinued 
as the top is approached; the analysis for determining the theo- 
retical points of cutoff is similar to that mentioned in the footnote 
on page 335. Figure 204 shows a typical counterfort wall. 
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for reinforced-concrete columnSy 
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for timber connectors, 140, 141 
for welds, 135 

Angles, standard gages for, 151 
Areas, of bars, 220 
of concrete columns, 276 

B 

Bars, reinforcing, 217-220 
areas and weights of, 220 
grades of, 218 
size extras for, 219, 220 
Beam connections, steel, design of, 
155-158 

Beams, bending moment in, 7-16 
concrete {see Reinforced concrete) 
continuous, 12-16 
deflection of, 71-84, 192-206 
formulas for, 193 
with fixed ends, 12-16 
homogeneous, deflection of, 71-84 
diagonal stresses in, 70 
flexure stresses in, 65 
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wall bearing for, design of, 81 

341 


Bearing capacity of piles, 316 
Engineering-News formulas for, 
317 

Bearing capacity of soils, 293, 294 
tests for, 293 

Bearings, for beams, on walls, 81 
for steel trusses, 161, 162 
for timber trusses, design of, 148 
Bending and direct stress, 3 
in concrete members, design for, 
282-292 

in homogeneous members, design 
for, 128-130 

Bending moment in beams, 7-16 
Bending stresses, 3 

in concrete beams {see Reinforced 
concrete) 

in concrete columns, 268-273 
in homogeneous beams, 63-68 
Bessemer steel, 26 
Beveled washers, 137 
design of, 139 
Blast furnace, 26 
Blast-furnace slag, 34 
Boiler-plate riveting, 166 
Bolts, dimensions and areas of, 136 
nuts for, 136 

sizes of, for timber connectors, 
140, 141 

working stresses for, 29 
Bond stresses, allowable values, 49 
in concrete beams, 246 
in concrete footings, 301 
Bracket connections, design of, 160, 
161 

Bridge trusses, dead-load stresses in, 
99-105 

deflection of, 214-216 
live-load stresses in, 105-112 
types of, 98, 99 

Bridges, component parts of, 96 
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Building floors, live loads for, 52 
Butt splice, steel, design of, 164-166 

C 

Cantilever retaining wall, design of, 
334-337 
Cast steel, 27 
working stresses for, 29 
Cement, Portland, 30 
Center of gravity, 4 
Cinders, use of, as concrete aggre- 
gate, 34 

Coarse aggregate for concrete, 32-34 
Column footings, multiple, 306-316 
on piles, 316-318 
probable live loads on, 319 
proportioning for uniform pres- 
sure, 318-321 
single, 298-306 

Columns, with bending, design of, 
128-130 

concrete (see Reinforced concrete) 
Rankine^s formula for, 121 
steel, design of, 126-128 
working stresses for, 29 
timber, design of, 124-126 
working stresses for, 23 
Combined footings, design of, 306- 
315 

C^ompression members, with bend- 
ing, design of, 128-130 
of concrete (see Reinforced con- 
crete) 

of steel, design of, 126-128 
working stresses for, 29 
of timber, design of, 124-126 
working stresses for, 23 
Concrete, 30 
aerating, 48 

aggregates for, 30-34, 48 
cold-weather precautions, 44 
contraction and expansion of, 47 
curing, 42 

freezing, effect of, 43 
mixing, 40 

modulus of elasticity of, 46 
placing, 41 


Concrete, placing, under water, 44 
plastic flow of, 46 
reinforced, working stresses for, 48 
strength of, 45, 46 
weight of, 48 

Concrete beams and slabs (see Rein- 
forced concrete) 

Concrete columns (see Reinforced 
concrete) 

Concrete footings, plain, 294 
reinforced (see Reinforced con- 
crete) 

Concrete mixtures, design of, 37-40 
Concrete retaining walls (see Re- 
taining walls) 

Continuous T-beams, 257-263 
Cooper^s loading diagram, 57 
Counterfort retaining walls, 337-339 
Cover plates for plate girders, 169 
length of, 186 
rivet pitch in, 185, 186 
Crushed stone, 32 

D 

Dead-load stresses in bridge trusses, 
99-105 

Deck bridge, def., 96 
Deflection of beams, 192-206 
elastic-curve equations, 193-197 
homogeneous beams, 71-84 
moment-area method, 197-201 
principle of work, 201-205 
reciprocal deflections, 205, 206 
Deflection of trusses, 206-216 
displacement diagrams, 209-216 
principle of work, 206-208 
Diagonal tension, 70 
in concrete beams, 240-246 
in concrete footings, 300 
Direct stress and bending, design for, 
128-130, 268, 282-292 
Displacement diagrams for trusses, 
209-216 

Doubly reinforced beams, 253-259 
Drainage, for retaining walls, 332 
Drawing of steel, 28 
Duchemin fortnula, 61 
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E 

Earth pressure on retaining walls, 
326-328 

Eroentric riveted connections, 158- 
161 

RfFoctive depth, of plate girders, 174 
of reinforced-concrete beams, 221 
lOlastic-curve equations, use in de- 
flections, 193-197 
Elastic limit, def., 4 
Elasticity, 3 
modulus of, def., 4 
Electric-railway loadings, 53 
Embedment of reinforcing bars, 247 
End stiffener angles, plate girders, 
179-181 

Engineering-News pile formulas, 317 
Equilibrium, conditions of, 1 
Equilibrium polygon, 19 

F 

Fine aggregate, 31 
Fishplate joints, design of, 146-148 
Flange angles for plate girders, 169 
rivet pitch in, 182-184 
Flange rivets for plate girders, 182- 
184 

effect of flange loads, 184 
Flexure stresses, 3 

m concrete beams {see Reinforced 
concrete) 

in concrete columns, 268-273 
in homogeneous beams, 63-68 
Floor-beam, def., 97 
Floor joists, timber, design of, 75-78 
Footings, multiple-column, 306-316 
on piles, 316-318 
plain-concrete, 294 
probable live loads on, 319 
proportioning areas for uniform 
pressures, 318-321 
reinforced-concret(‘ (see Rein- 
forced concrete) 
single-column, 298-306 
wall, 295-297 
Force polygon, 16 


Four-way concrete slabs, 235-239 , 
Freezing, effect of, on concrete, 43 

G 

Gages for angles, 151 
Girders, built up, design of, 168-191 
Graphic statics, 16-21 
Gravel, 33 

Gravity retaining wall, design of, 
332-334 

Gusset-plate connections, 149 
riveted, design of, 150-152 
welded, design of, 152-154 

H 

Hankinson formula, 24 
Highway bridges, impact on, 58 
lateral forces, 59 
live loads for, 53 
weights of, 51 

Homogeneous beams, def., 62 
deflection of, 71-84, 192-206 
design of, 62-84 

I 

Impact loads, 3, 58 
Inclined bars in concrete beams, 245 
Inclined loads on beams, effect of, 82 
Intermediate stiffeners, plate girders, 
181 

Iron ores, 25 

J 

Joint Committee, def., 31 
Joints, in steel frames, design of, 
150-158 

effect of eccentricity, 158-161 
types of, 149 

in timber framing, design of, 144 
types of, 143 

Joists, timber, design of, 75-78 

L 

Lap splice, steel, design of, 163-165 
for tanks, design of, 166, 167 
Lateral forces on bridge trusses, 59 
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Lateral ties in concrete columns, 264, 
268, 280 

tables for design, 275 
Lightweight aggregates for concrete, 
48 

Live loads, def., 50 
for buildings, 52 
for highway bridges, 53 
for railway bridges, 55 
snow, 60 
wind, 59-61 

Live load stresses in bridge trusses, 
105-112 

Loads on structures, 50-61 
dead, 50-52 
live, for buildings, 52 
for highway, bridges, 53 
for railway bridges, 55 
snow, 60 
types of, 50 
wind, 61 

M 

Materials, structural, 22-49 
Maximum stresses, in bridge trusses, 
111 

in roof trusses, 95 

Maxwell’s law of reciprocal deflec- 
tions, 206 

Mechanics, principles of, 1-21 
Mixing concrete, 40 
Modulus of elasticity, def., 4 
values of, concrete, 46 
steel, 46 
timber, 23 

Mohr’s correction diagram, 214 
Moment of inertia, def., 4 
of areas, 4-7, 276 
of bars, 278 

of vertical bars in concrete col- 
umns, 277 

Mortar mixtures, design of, 35 
determination of yield and 
strength, 36 

Moving loads on beams, 10 
Multiple-column footings (see Rein- 
forced concrete) 


N 

Net section, def., 113 
of steel shapes, 116 

O 

Ogee washers, 137 
Open-hearth steel, 27 
Ores, iron, 25 

P 

Parallel forces, resultant of, 20 
Parker truss, dead-load stresses in, 
103 

live-load stresses in, 107-110 
Pedestals, on concrete footings, 295 
Pig iron, 26 

Pile foundations, 316-318 
Piles, bearing power of, 316 

Engineering-News formulas for, 
317 

Pins, 141 
design of, 142 
working stresses for, 29 
Pitch of rivets, def., 183 
for plate girders, design of, 182- 
186 

Placing concrete, 41 

cold-weather precautions, 44 
under water, 44 
Plain-concrete footings, 294 
Plastic flow of concrete, 46 
Plate girders, def., 62 
cover plates, 169 
length of, 186-188 
rivet spacing in, 185 
depth, 168 
end bearings, 180 
end-connection angles, 178 
end-stiffener angles, 179 
flange angles, 169 
flange-area me^thod, 173-178 
flange rivets, 182-184 
effect of flange loads, 184 
moment-of-inertia method, 170- 
173 ^ 
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Plate girders, types of, 168 
web plates, 169 
web splices, design of, 188-191 
working stresses for, 29 
Plate washers, 137 
design of, 137-139 
Pony truss bridge, def., 97 
Portland cement, 30 
Pratt truss, dead-load stresses in, 
103 

live-load stresses in, 106 
Preservation of timber, 25 
Properties, mechanical, of concrete, 
45-48 

of steel, control of, 27 
of timber, 22-25 
Purlins, timber, design of, 83 

R 

Kadius of gyration, 4 
Railway bridges, impact on, 58 
lateral forces on, 59 
live loads for, 55 
weights of, 52 

Rankine’s column formula, 121 
Rankine^s formulas for earth pres- 
sure, 326—327 

Reciprocal deflections, law of, 206 
Rectangular beams, bending stresses 
in, 63 

of concrete {see Reinforced con- 
crete) 

shearing stresses in, 69 
of timber, design of, 72-78 
Reinfo rced-con Crete beams and 

slabs, 217-263 

allowable unit stresses, 48, 49, 221 
beams reinforced for tension and 
compression, 253-259 
beams with tension reinforcement, 
221-229 

bond stresses, 246 
continuous T-beams, 257-263 
diagonal tension, 240-243 
inclined stirrups and bars, 245 
placing the reinforcement, 220, 
233 


Reinforc^d-concrete beams an<d 
slabs, shearing stresses, 240-243 
slabs supported on four sides, 235- 
239 

slabs supported on two sides, 230- 
235 

T-beams, 247-253 
temperature reinforcement in 
slabs, 233 

types of reinforcement, 217 
vertical stirrups, design of, 244 
web reinforcement, 243-246 
Reinforced-concrete columns, 264- 
292 

bending stresses in, 268 
with eccentric loads, 268 
design of, 282-292 
with lateral ties, design of, 268, 
280 

limiting dimensions of, 264 
with spirals, design of, 265-268, 
280 

tables for design, 274-279 
types of, 264 

unsupported length of, 265 
working stresses for, 267, 268, 
270-273 

Reinforced-concrete footings, 293- 
321 

multiple-column footings, 306-316 
designs of, 307-316 
types of, 306 

proportioning for uniform settle- 
ment, 318-321 

single-column footings, 298-306 
bearing area, 298 
bending moment, 298 
designs of, 303-306 
diagonal tension, 300 
pedestals for, 295 
placing the reinforcement, 299 
with round columns, 301 
stepped and sloped footings, 302 
transfer of stress at base of col- 
umn, 302 

soil pressure for, 294 
types, 293 

wall footings, 295-297 
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Reinforcement for concrete, placing 
of, 220, 233, 299 
types of, 217 

Resultant of parallel forces, 20 
Retaining walls, 322-339 
cantilever wall, design of, 334-337 
conditions of loading, 324 
counterfort walls, 337-339 
details of construction, 331 
earth thrust, formulas for, 325-328 
gravity wall, design of, 332-324 
overturning and crushing, 329-330 
sliding, 330-331 
types of, 323 

Riveted beam connections, design 
of, 155-158 
for plate girders, 178 
Riveted joints, design of, 150-152 
effect of eccentricity, 158-161 
in tanks and boilers, 166 
Riveting, details for, 151 
Rivets, details of, 131 
for plate girders, design of, 182- 
186 

working stresses for, 29, 133 
Rolled steel, manufacture of, 28 
Rolled steel beams, design of, 78-82 
Roof coverings, types of, 86 
weights of, 86 

Roof trusses, panel loads for, 85-88 
snow loads, 60 
stresses in, 88-96 
types of, 85 

wall bearings for, 148, 161 
weights of, 51 
wind loads, 61 

stresses due to, 91-95 

S 

Seated connection for beams, design 
of, 157 

Shear in beams, 7-16 
Shearing stresses, in concrete beams, 
240-243 

in homogeneous beams, 68 
in rectangular beams, 69 
in structural-steel beams, 70 


Single-column footings (see Rein- 
forced concrete) 

Size extras, for reinforcing steel, 219 
Slabs, concrete, 230 

placing the reinforcement, 233 
supported on four sides, 235-239 
supported on two sides, 230-235 
temperature reinforcement, 233 
Slag, blast furnace, 34 
Slump test, 37 
Snow loads, 60 

Soils, bearing capacity of, 293-294 
tests for, 293 

Spirals in concrete columns, 264- 
268, 280 

tables for design, 274, 279 
Splices, steel, design of, 163-167 
efficiency of, 163 
timber, design of, 145-148 
for webs of plate girders, 188-191 
Split-ring connectors, 139 
safe loads for, 141 
Steel, control of properties, 27 
manufacture of, 26 
modulus of elasticity of, 46 
production of, 25 
raw materials for, 25 
shaping operations, effect of, 27 
working stresses for, 29 
Steel beams, design of, 78-82 
with direct stress, 128-129 
Steel castings, 27 

working stresses for, 29 
Steel columns, design of, 126-128 
with flexure, 128, 129 
Steel forgings, 28 
Steel splices, design of, 163-167 
efficiency of, 163 

Steel tension members, design of, 
113-121 

Steel truss bearings, 161, 162 
Stiffeners, plate girders, 179-182 
working stresses for, 29 
Stirrups, for concrete beams, 244- 
246 

Stresses, def., 3 

bending, in homogeneous beams, 
63-68 ' 
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Stresses, in bridge trusses, 9^112 
in concrete beams (see Reinforced 
concrete) 
impact, 3, 58 
in roof trusses, 88-96 
shearing, in homogeneous beams, 
68 

types of, 3 
working, in pins, 142 

in reinforced-conerfite beams, 
48, 49, 221 

in reinforced-con Crete columns, 
267-273 
in rivets, 133 

in structural steel members, 29 
in timber members, 23 
in timber connectors, 140, 141 
in welds, 135 
Stringer, def., 97 

Structural-steel beams, design of, 
78-82 

with direct stress, 128, 129 
Structural-steel columns, design of, 
126-128 

with bending, 128, 129 
Structural-steel tension members, 
design of, 113-121 

T 

T-beams, 247, 
bending stresses in, 249 
design of, 250-253 
shearing stresses in, 248 
Tank riveting, 166 
Teco connectors, 139-141 
Temperature reinforcement, in re- 
taining walls, 331, 337 
in slabs, 233 

Tension members, of concrete, 121 
of steel, design of, 113-121 
net section for, 1 1 6 
of timber, design of, 113 
Three-moment theorem, 12 
Through bridge, def., 97 
Timber, characteristics of, 22 
defects in, 22 


Timber, mechanical properties of, 22 
modulus of elasticity of, 23 
preservation of, 25 
working stresses, 23 
Timber beams, design of, 72-78 
Timber columns, design of, 124-126 
with bending, 128-130 
Timber connectors, 139-141 
Timber joints, design of, 143-144 
Timber members with bending and 
direct stress, 128-130 
Timber purlin, design of, 83 
Timber splices, design of, 145-148 
Timber tension members, design of, 
113 

Timber truss bearings, design of, 
148 

Toothed-ring connectors, 139 
safe loads for, 140 
Transfer formula, 6 
Tremie, use of in placing concrete, 45 
Truck loadings for highway bridges, 
53 

Trusses, bridge, dead-load stressf ; 
in, 99-105 

live-load stresses in, 105-112 
types of, 98, 99 
deflection of, 206-216 
roof, types of, 85 
stresses in, 88-96 
Two-way concrete slabs, 230-235 

U 

Ultimate strength, def., 4 
of concrete, measurement of, 221 

V 

Vertical stirrups for concrete beams, 
244 

W 

Wall bearings, for steel beams, 
design of, 81 

for steel roof trusses, 161-162 
for timber roof trusses, 148-149 
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Wall footings, design of, 296-297 
Walls, retaining («ee Retaining walls) 
Washers, design of, 137-139 
types of, 137 
Water, for concrete, 34 
Water-cement-ratio theory, 35 
Web connection for beams, design of, 
157 

Web crippling of steel beams, 80 
Web plates, plate girder, depth of, 
168 

thickness of, 169 

Web splices, plate girders, 188-191 
Weight (weights) of concrete, 48 
of concrete columns, 276 
of highway bridges, 51 
of railway bridges, 52 
of roof coverings, 86 
of roof trusses, 51 
of timber, 73 


Welded beam connections, 158 
Welded joints, design of, 152-164 
Welds, types of, 134 
working stresses for, 135 
Williot displacement diagram, 210 
Wind-load stresses in roof trusses, 
91-95 

Wind loads, 61 

Work, principle of, use of in deflec- 
tions, 206-208 
Workability of concrete, 37 
slump test for, 37 
Working stresses, for pins, 142 
for reinforced concrete, 48, 49, 
221, 267, 268, 270 
for rivets, 1 33 
for steel, 29 
for timber, 23 

for timber connectors, 140, 141 
for welds, 135 





